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D&G Sutures are free from 
all irritant fats and fatty acids, 
as systematically verified by 
laboratory tests, 








DAVIS & GECK INC. ~ 211 TO22I1 DUFFIELD STREET ~ BROOKLYN,N.Y.,U.S.A. 
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What Our House Organ Accomplishes 


Hospital Building Activities 
Operating The Small Hospital Laundry 
Washing and Sterilizing Rubber Gloves 
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A Germicidal Preservative 
that improves Floors 


LMOST any floor oil will lay and hold 
the dust. Imperial Floor Dressing 


does more! 


It is germicidal in its action and it improves 
the quality of the floor on which it is used by 
filling the pores and maintaining a‘smooth, ~ 
wear-resisting surface. Checking,- cracking 
and splintering are eliminated on such floors. 


Imperial Floor Dressing has no objectionable 
odor. It is economical to use—one gallon 
treats upward of 400 square feet of surface 
and a single application lasts for weeks. 


The Imperial salesman will be glad to give 
full particulars about Imperial Floor Dressing 
and our special equipment for economical and 


easy application. 


Imperial loco Liquid Gloss renews the lustre 
on chairs, desks and furniture. 


IMPERIAL OIL LIMITED 


Branches in all cities 
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Curity GAUZE 


in these new forms 
saves [zme—Material—Labor 


Through an extension of Lewis service, it 
is possible to buy gauze already prepared 


to meet specific needs 


O longer the need for waste in 

the preparation of gauze—no 
longer need nurses spend valuable time 
and energy cutting gauze for dressings! 


Realizing the desire of many hospi- 
. tals for gauze already prepared for 
dressings, the Lewis Manufacturing 
Company has taken a step forward to 
meet this need. 


You can now obtain Curity Absor- 
bent Gauze—the same Curity product 
that has been favorably known for its 
quality and economy over the past 25 
years—in two new forms: Curity Ready- 
Cut Gauze and Curity Dressing Rolls. 


Curity Ready-Cut Gauze is the well- 
known Curity product cut into the most 
commonly used shapes and sizes for all 
dressings. These various sizes can be 
made into gauze dressings, sponges, 
flats, strips, tapes, walling-off sponges, 
etc. Folded around cotton or Cellu- 
cotton—they can be made into pads 
for all types of work. They are easy to 
. dispense and always available in usable 
form. Waste is completely eliminated. 


Curity Dressing Rolls are rolls of 
Curity Gauze, specially folded (in two 
sizes) so that the longitudinal folding is 
done. Just cut the desired length from 
» Dressing Roll, tuck in the ends, and 


the completed dressing is ready. Curity 
Dressing Rolls will serve to make any 
gauze dressing — abdominal sponges, 
tapes, wipes, etc. 


These new forms were developed by 
us entirely in the spirit of service. It 
is conceivable that they will decrease 
the consumption of Curity Gauze in 
many hospitals. Each hospital may 
decide whether or not they are more 
efficient for its particular needs than 
the regulation 100-yard bolt. 


We shall be glad to send additional 
information, and samples of Curity 
Ready-Cut Gauze and Curity Dressing 
Rolls to hospital executives. Test them 
and decide which of the three forms of 
Curity Gauze is best suited to your 
specific requirements. 


LEWIS MANUFACTURING CO. 
{Division of Kendall Mills, Inc.} Walpole, Mass. 








Lewis Manufacturing Company 
Walpole, Mass. 
Please send me, free, Samples of Curity 
Ready-Cut Gauze and Curity Dressing Rolls. 


Name 





Position Se ee 








Hospital 
Address" 
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We Can Consistentl 
WHOLESALE c oy 
DEALERS Meet Your Requirements 
IN 
vine gad Quality and Service---plus attention to the 
GAME hundred and one so necessary details in 
FEATHERS Hospital Supplying has resulted in our serv- 
ing many of the Dominion’s largest Hospitals 
— and other Institutions. 
Now Supptying We make a feature of issuing , Weekly Price 
Royal Victoria Hospital List. The Quality offered is vouched for. 
Montreal General Hospital The Prices lower than you would expect to 
Notre Dame Hospital pay. Upon request we will gladly forward 
Montreal Hospital for you a copy regularly. 
Incurables 
Western Hospital 
ee P. POULIN & COMPANY LIMITED 
Poulterers since 1865 
36-39 Bonsecours Market, Montreal 





























The McGregor-Mowbray Operating Table 


This Table is very substantially con- 
structed, much more so than the 
ordinary collapsible table. The frame 
is of tubular construction in place of 
flat iron, and is oxy-welded at each 
joint, thus insuring a strong job. 


The Table is grooved for drainage, 
with a semi-circular cut-out for vagi- 
nal and rectal examinations, and shelf 
below for drain pan. 





This Table can be used flat, as an 
examining table. With head section 
raised and the foot section lowered, 
gives you an examining chair. It is 
equipped with stirrups, leg holders or 
knee crutches and head rest. Mounted 
on four-inch rubber - tired castors, 
which makes it very easy to move 
around. 





Finished in baked white enamel. Size of table extended, 20 inches wide, 72 inches long. Write 
for prices on this or any other furniture that you may require. Catalogue sent on request. 


THE METAL CRAFT COMPANY, LIMITED 


GRIMSBY . - ONTARIO 
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The history of “ Wear-Ever’ is the history of modern kitchens 





“Wear-Ever” 


Aluminum Kitchen Utensils 


In the big hospitals and hotels, in 
thousands of apartments and in 
millions of homes, ‘‘ Wear-Ever”’ 
Aluminum Utensils have proved 
their durability and economy. 
That ‘‘Wear-Ever” is made to 
withstand hard service is amply 
attested by the way it resists the 
knocks and bangs of daily service 
in large institutions. 
















Buy ‘‘Wear-Ever’’ and 
you buy satisfaction. 


Aluminum Company of Canada 


TORONTO - ONTARIO 
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One operating cost cut in half 


The keen edge of a new knife is seldom regained by re-sharpening. An 
investigation shows that the average cost of re-sharpening scalpels for 


hospitals is 25c. 
A new, sharp Bard-Parker blade, made of finest razor steel, costs but 
12% cents. 


Bard-Parker blades slide on and off the handle with ease. When in 
position the blades form a mechanical lock with the handle and will not 


come off while operating. 


The handle retains the shape and balance of the one-piece scalpel. There 
are no springs, catches or crevices to prevent complete sterilization. 


Quantity discounts: Orders from 1 to 5 gross assorted 
blades, 10%. Order of 5 gross or more 15%. 


BARD~-PARKER COMPANY, Inc. 
150 Lafayette Street. New York, N.Y. 
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“Snook” Modcl, Victor X-ray Machine in combination with Victor Model 16 Motor-Driven Table 


Prestige and Its Obligations 


Many important advances in X-ray technique have be- 
come possible through improved apparatus as developed by 
Victor research. Yet the name Victor has never been asso- 
ciated with a failure or with questionable X-ray equipment. 33, Victor Direct Branch 


offices — not agencies—are 
maintained in the principal 


Every piece of apparatus developed by Victor is sub- centers of she U. S. and 
Canada. - Upon these 


mitted to searching tests in actual practice. Not until it Branches  roentgenologists 
call when need tech- 


has successfully withstood these tests is it offered to the nical aid. Victor alone 


medical profession. oo a a 
The Victor X-Ray Corporation has never jeopardized its 

own prestige or that of the physician who turns to it for 

apparatus or technical counsel. 


VICTOR X-RAY CORPORATION OF CANADA, LTD. 


WINNIPEG—Victor X-Ray Corp. of Canada, Ltd., Medical Arts Bldg. VANCOUVER—Victor X-Ray Corp. of Canada, Ltd., 910 Birks Bldg. 
TORONTO—2 College St. MONTREAL—523 Medical Arts Bldg. DETROIT—For Essex County: 617 Charlevoix Bldg 








| PHYSICAL THERAPY 


High Frequency, Ultra-Violet, 
Sinusoidal, Galvanic and 
Phototherapy Apparatus 


Xr RAY 
Diagnostic and Deep Therapy 
Apparatus. Also manufacturers 

of the Coolidge Tube 
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BEAUTY—POWER— SILENCE 
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The Best is the 
Cheapest always 


Before buying an electric 
fan, be sure and see the 
Westinghouse. Itis 
built by electrical en- 
gineers with years of 
experience and embodies 
both power and beauty. 
Its silence makes it par- 
ticularly suitable for 
hospital use. 





CANADIAN 


Westinghouse _ 


“HAMILTON, ONTARIO Branches in all principal cities 
ais MADE IN CANADA 


area} 
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Officials of Canadian Hospital and Nurses’ 
Associations. 
Alberta Hospital Association. 
President, Edgar E. Dutton, Lethbridge. 
Secretary, S. V. Davis, Edmonton. 


British Columbia Hospitals Association. 
President, Dr. G. B. Brown, Nanaimo. 
Secretary, E. S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 


Canadian Nurses’ Association. 
President, Jean E. Browne, 410 Sherbourne St., 
Toronto, Ont. 
Executive Secretary, Jean S. Wilson, 609 Boyd Bldg., 
Winnipeg Man. 
Manitoba Hospital Association. 
President, H. N. MacNeill, Dauphin. 
Secretary, Dr. D. McIntyre, Winnipeg Municipal Hos- 
pital, Winnipeg. 
Ontario Hospital Association. 
President, Geo. G. Moncrieff, Petrolia. 
Secretary, Dr. F. W. Routley, Ontario Division, Cana- 
dian Red Cross, Toronto. 


Saskatchewan Hospital Association. 
President, H. W. Cookson, Weyburn. 
Secretary, G. E. Patterson, Regina. 


Public Health Congress In Toronto 


By the interchange of ideas, especially when pre- 
sented by men and women who have devoted a life- 
time of research, each in his or her particular field, 
does the great cause of medicine continue to pro- 
gress day by day. It is not only the outstanding 
discoveries which mean so much, however, but the 
little details revealed in the ordinary course of work, 
which tend towards the advance of science, are also 
of inestimable worth. The discoveries of one aid 
the work of hundreds. The Canadian Public Health 
Congress in Toronto last month accomplished a very 
fine work by bringing together those interested in 
the health of the public, and conveying to them the 
ideas and methods of their fellow-workers. 

Dr. the Hon. Forbes Godfrey, Minister of Health 
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for Ontario, paid high tribute to the Public Health 
Department, and stressed the fact that the health 
of the population is the greatest asset a country can 


have. 
ay 


Sir Robert Falconer, President of the Toronto 
University, prophesied a very progressive era dur- 
ing the next decade or so. He commented upon the 
splendid health enjoyed by the students at the uni- 
versity, who are drawn from all sections of the Pro- 
vince. 

Amongst the subjects discussed during the course 
of the congress were the following :— 

“The Importance of Education in Public Health,” 
by Dr. C. J. O. Hastings, Medical Officer of Health 
for Toronto. Dr. Hastings, who aptly described 
the members as “the greatest life saving crew in the 
Dominion of Canada,” declared that health edu- 
cation could not start early enough in the life of 


any child. 
aa) 


“What is New in Tuberculosis” was a paper given 
by Dr, R. E. Wodehouse, of the Canadian Tuber- 
culosis Association. He devoted some time to 
dealing with the importance of statistical study, and 
announced the organization of a three-year edu- 
cational drive in the Maritime Provinces, with fin- 
ances assured. 

Dr. A. H. Desloges, of Montreal, in noting that 
Quebec has shown a great decrease in venereal dis- 
ease in five years, stated that the aim in that Pro- 
vince had been to convince those who are in charge 
of teaching and safeguarding the moral principles of 
the people that the problem was not alone a medical 
one, ‘but also, and especially, a moral one. 

The problem of the rural community and nursing 
outposts was discussed by Maud E. Wilkinson, of 
the Ontario Nursing Service, Canadian Red Cross 
Society. She pointed out some of the difficulties 
which nurses, stationed at outlying points, had to 
confront. 

Speaking on the “Medical Aspect of Immigra- 
tion,” Dr. D. A. Clark, Assistant Deputy Minister of 
Health, Ottawa, expressed this opinion, that the 
ideal method of medical examination of prospective 
immigrants for Canada, from the British Isles, 
should be done at home. At present the question of 
finance is holding this proposition back. 

TEN 


Periodical examinations were advocated rather 
strongly. Dr. Haven Emerson, of Columbia Uni- 
versity, New York, declared that in the first two 
years of a child’s life there should be twelve ex- 
aminations. Until school age there should be an 
examination every six months, and during school 
age one examination a year. After that, with a 
normal individual, one examination every two years 
until the age of forty-five years had ‘been reached, 
and then a yearly examination again. 

“Vaccination is the only means of protection 
against smallpox,” declared Dr. R. D. Defries, of 
the University of Toronto. He averred that vaccin- 
ation should be performed at infancy, in the first 
year of life, and repeated when the child went to 
school. Dr. J. G. Fitzgerald, also of the University, 
stated that the latest development in protection 
against diphtheria was the use of toxoid for vaccin- 
ation, in place of the old toxin-antitoxin. Dr. 
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Ruggles George, of the Canadian Red Cross Society, 
spoke on the same subject. 
ee 

Dr. Beverley Hannah, of the Hospital for Sick 
Children, spoke of what was being done for the im- 
munization against scarlet fever. 

Dr. M. M. Seymour, Deputy Minister of Health 
for Saskatchewan, declared that the average ex- 
pectation of live in the Dominion had been increased 
by fifteen years. He claimed that about one-half of 
the money spent in charity in Canada was on ac- 
count of communicable diseases, and pointed out 
that it was cheaper to bring up healthy people than 
to look after sick ones. 

Although experiments show that soaps alone can 
not be relied upon for complete surgical sterility, 
Dr. John E. Walker, of the Army and Navy General 
Hospital at Hot Springs, Ark., stated that recent 
experiments indicate that common soaps are ef- 
fective germicides in at least three types of infec- 
tion, whilst soaps made of cocoanut oil are markedly 
destructive to typhoid germs. 





Many Improvements During Year 
Made in London Hospital 


Considerable improvement has been made to the 
Victoria Hospital, London, Ont., during the past 
year. Perhaps the most important was the com- 
pletion of a passenger tunnel, connecting ail the 
basements of the various buildings. Permitting the 
transportation of patients, and supplies, without any 
exposure, this arrangement has proved a great boon. 
In addition a considerable saving in the time of the 
staff has been noted. 

Acting as additional fire protection, providing an- 
other means of escape, and also facilitating the food 
service, a passageway has been built connecting the 
top floor of the private pavilion. Two new ele- 
vators have ‘been installed, and another overhauled. 

Another outstanding change was the installation 
of the cubicle system in the contagious building. 
This system, which is in accordance with the most 
modern principle of caring for the types of cases 
which are attended in the building, involves abso- 
lute isolation of each case, but also permits of seve- 
ral different infections being cared for by the same 
staff of nurses. 





Toronto Doctor Heads Red Cross 


Dr. James Lyons Bigger, of Toronto, has been ap- 
pointed chief administrative officer of the Red Cross 
in Canada. He served in the South African War 
and during the Great War was medical officer to 
the 88th Regiment. As _ Lieutenant-Colonel he 
organised the 13th Canadian Field Ambulance, with 
which he served in France. For the past two years 
he has been assistant to the director of medical ser- 
vices in the Department of Soldiers’ Civil Re-Estab- 
lishment. 





It is only by use, by effort, by exertion, that we 
grow. In the last analysis, experience is our only 
asset.—Orison Swett Marden. 
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Toronto Citizens Heart and Soul 
Behind East End Hospital 


Over two thousand energetic canvassers, headed 
by a strong executive and an enthusiastic and hard- 
working campaign manager, took part in the big 
five-day drive to secure half a million dollars for 
East Toronto’s new hospital. Their results proved 
that they, and the people they solicited, were heart 
and soul behind the project. Campaign Manager 
R. O. Darling predicts that the objective will be 
exceeded. 


The press gave valiant help in the matter of pub- 
licity, whilst interesting viewpoints were presented 
from headquarters, via attractive folders and pamph- 
lets, to help on the good cause. One of the most in- 
teresting statistical statements issued showed how 
subscribers could endow particular departments of 
the hospital if desired. For comparison the figures 
are given ‘below: 


$ 100.00 will equip a Private Ward. 
2,000.00 will ‘build or endow in perpetuity a Pri- 
vate Ward. 
150.00 will equip a 2 Bed Ward. 
2,500.00 will build or endow in perpetuity a 2 Bed 
Ward. 
300.00 will equip a 4 Bed Ward. 
4,500.00 will build or endow in perpetuity a 4 
Bed Ward. . 
875.00 will equip a 10 Bed Ward. 
12,000.00 will build or endow in perpetuity a 10 
Bed Ward. 
1,400.00 will equip a 16 Bed Ward. 
18,000.00 will build or endow in perpetuity a 16 
Bed Ward. 
100.00 will provide an annual Cot endowment. 
1,000.00 will provide a Cot endowment during 
lifetime of Donor. 
2,000.00 will provide a Cot endowment in _ per- 
petuity. i 
365.00 will maintain a Cot for a year—Donor to 
have privilege of naming Cot. 


The officers are as follows: | 
BOARD OF GOVERNORS. 


JOS. H. HARRIS, M.P. 
Director 
W. Harris & Co., Limited 


E. .B. RYCKMAN, K.C., M.P. 
President 
Dunlop Tire & Rubber Goods ‘Co., Limited 


GEO. OAKLEY, M.P.P. 
President 
Geo. Oakley & Son, Limited 


MARK BREDIN 
President 
Canada Bread Co., Limited 


DENTON MASSEY 
Massey-Harris Co., Limited 


REEVE THOS. E. ALLEN 
Township of Scarboro 


REEVE ROBT. H. McGREGOR 
Township of East York 


ALD. W. A. SUMMERVILLE 
City of Toronto 
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How the Toronto East General Hospital Will Look When Completed 


ALD. FRED M. BAKER 
City of Toronto 


CAMPAIGN COMMITTEE 


Honorary Treasurer 
SIR JOHN AIRD, Kt. 
President, Canadian Bank of Commerce 


JOS. H. HARRIS, M.P. 


Chairman 


E. B. RYCKMAN, K.C:, M.P. 
Chairman, Special Subscriptions Committee 


JOHN L. BOLTON 


Chairman, Canvassers’ Division 


R. O. DARLING 
Campaign Manager 


Appointed Superintendent of Nurses at 
Winnipeg Hospital 


An announcement is made of the appointment of 
Miss Jessie Grant, R.N., as superintendent of nurses 
at the Winnipeg General Hospital. Miss Grant, a 
native of Nova Scotia, comes to the Winnipeg Hos- 
pital from the Illinois Training School for Nurses, 
Chicago, where she has been educational director 
for the past three years. She will assume her duties 
in July, 1926. 





Health Association Officers 


The Canadian Public Health Association has 
elected the following officers :—Patrons, this Excel- 
lency Baron Byng of Vimy, Rt. Hon. W. L. M. 
King; honorary president, Dr. the Hon. Forbes 
Godfrey ; president, Dr. George D. Porter, Toronto ; 
first vice-president, Dr. D. A. Clark, Ottawa; se- 
cond vice-president, Dr. F. Underhill, Vancouver ; 
third vice-president, Dr. Wm. Warrick, St. John, 
N.B.; secretary, Dr. J..T. Phair, Toronto; treasurer, 
Dr. H. C. Cruickshank, Toronto. 


Nursing Staff Keeps Pace With Hos- 
pital’s Growth 


The great growth at the Kingston (Ontario) 
General Hospital this year has made it necessary to 
increase the nursing staff. The probation nurses 
who enter upon a three-year course this month will 
number twenty-five, ten more than entered at this 
time last year. 

The following probationers have been accepted :— 
Miss Ethel Dousette, Miss Viola Boulette, Miss 
Ruth Sheets, Miss Loretta Hall, Miss Mary Hol- 
lingsworth, Miss Irene Alquire, Miss Harriet Simp- 
son, Miss Euphremia Williams, Miss Gertrude 
Palmer, Miss Pansy McQuail, Miss Myra Munroe, 
Miss Evadie Moore, Miss Geraldine Hislop, Miss 
Althea Hatton, Miss Jean Gourayl, Miss Marguerite 
Gilbert, Miss Ruby Halbert, Miss Philma Luther, 
Miss Muriel Kingston, Miss Margaret Collier, Miss 
Gertrude Hawley, Miss H. H. Freeman, Miss 
Pearl Hamilton, Miss Dorothy Jones, Miss Myrla 
McCullough. 





Aid for Sanitarium Royal Support 


His Royal Highness the Prince of Wales has en- 
dorsed the plan of Mayor Frank J. Mitchell, of 
Windsor, Ont., to raise $50,000 by popular swbscrip- 
tion to aid the Essex County Tuberculosis Sani- 
tarium. In a message to the Mayor the Prince 
wishes the Imperial Daughters of the Empire every 
success in their efforts to assist the hospital. 





Commence Special Treatment 


London, Ont.—Research work at Victoria Hos- 
pital has reached such a stage that increased accom- 
modation within the next few years is an absolute 
necessity. The first step which will call for such a 
move is to ‘be taken within the next month, when 
special treatment will be afforded for high blood 
pressure, Bright’s disease and nephritis. 
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Hospital Building Activities 


Expansions, Renovations and Plans Throughout 
Dominion for Adding to Accommodation of Patients. 


An unprecedented activity in the building of new 
hospitals, in the renovation of the older ones and in 
planning for yet more of these institutions to fill the 
needs of rapidly growing communities has marked 
the past few months. From all over the Dominion 
the necessity for 


proached for a grant. All things considered, it is 
confidently expected that the objective of $500,000 
will be exceeded. 
Work to Commence Immediately. 
It has been announced that work on the hospital 
will commence im- 





more accommoda- 
tion for patients 
and staffs has been 
apparent, and has 
coalesced into a 
phenomenal series 
of building and 
renovating activi- 
ties. Perhaps the 
most important 











event of last month 
in the _ hospital 
world was the open- 
ing of the new St. Martha’s Hospital at Antigonish, 
Nova Scotia. 


_ The new St. Martha’s Hospital building is a very 
impressive structure of most modern fireproof con- 
struction, situated on very high ground overlooking 
the town and harbor of Antigonish. The building 
will give accommodation to 107 adult patients, with 
spacious wards for children and infants. The formal 
epening was performed by His Honor Lieutenant- 
Governor Tory. Other prominent speakers for the 
occasion were: Rt. Reverend James Morrison, 
Bishop of Antigonish; Premier E. N. Rhodes, Hon. 
William Chisholm, Dr. J. L. McIsaac, M.P.P.; Hon. 
E. M. MacDonald, Dr. the Hon. LeBlanc, J. A. 
Stewart, M.P.P.; Dr. J. A. McDonald, M.P.; H. A. 
Rice, M.P.P.; S. O. Griffin, M.P.P.; Dr. Andrew 
Gillis, of Johns Hopkins University, Baltimore, and 
Dr. A. C. Jost, Provincial- Health Officer, Halifax. 
The accompanying picture of the hospital was sup- 
plied through the courtesy of the Marshall Ventil- 
ated Mattress Company, Limited, of Toronto, who 
supplied the mattresses for the hospital. 


Hospital for East Toronto. 


There is no doubt but what East Toronto has 
long been in need of a hospital, not to cater exclu- 
sively to the people of that section, but to obviate 
the present necessity of East Toronto patients being 
treated some miles from their homes. In addition, a 
new hospital will prove a welcome relief to the some- 
times sorely over-taxed capacities of the present 
institutions in the Queen City. Considering that 
there are 165,218 people living in that district, is it 
any wonder that the need of a hospital has been so 
urgently stressed? The project is far from a new 
one, a committee having been organized some three 
years ago, its efforts culminating in the magnificent 
drive of last month. Over 2,000 canvassers partici- 
pated. 


Approximately $300,000 was received through the 
efforts of the canvassers, Then, again, it is hoped 
that the fund will benefit by the addition of $100,000 
from another source, and yet another addition to the 
fund is expected.when the City of Toronto is ap- 


St. Martha’s Hospital, Antigonish, N.S. 


mediately. The City 
of Toronto has do- 
nated six and a half 
acres of land at 
Coxwell and Sam- 
mons Avenues as a 
site. A pleasing 
feature of the site 
is that it includes 
a fine, solid brick, 
ten-room residence, 
which can, without 
much expense, be 
converted into a home for the nurses. There will 
be some sixty nurses required at the outset for the 
hospital. The administration building and eastern 
wing will be undertaken first. The offices, stores, 
elevators, dispensary, etc., will ‘be in the central 
block, while in the wing to be constructed will be 
the out-patients’ department and the much needed 
temporary emergency wing, the dentists’ depart- 
ment, operating rooms for minor cases, etc. 
Eleven governors will manage the affairs of the 
hospital. Six will be elected by the subscribers, and 
the others appointed, one by the Governor-General, 
and the others by the townships of York and East 
York, and by the City of Toronto. There will be no 
share capital and therefore no dividends will be paid. 
Any surpluses will be applied to building extension, 
additional equipment and reserves for depreciation 
and replacements. Patients will be received from 
the city of Toronto and the townships of East York 
and Scarboro, and the County of York. A feature 
of the hospital will be that permitting patients in the 
public wards to be attended by their own doctors. 





New Women’s Hospital for Montreal. 


Another $500,000 drive was staged in Montreal for 
a new Women’s General Hospital. Nearly 1,000 vol- 
unteer workers participated, and they were well 
received by the citizens. The promoters claim that 
the hospital will be non-sectarian and that patients 
will have the privilege of being attended by their 
own doctors. It will contain 150 more beds than 
the present building, and it is hoped that this will 
enable 53.750 additional days’ hospital care to be 
given per annum to the women of Montreal. The 
plans of the hospital provide for equipment, both 
surgical and medical. 


Hospitals Amalgamated. 


From the same city the amalgamation of the 
Hebrew Maternity Hospital and the proposed Jew- 
ish General Hospital has been announced. Several 
sites for a new hospital are under consideration. In 
the méantime new premises will be secured to meet 
the present needs of the Maternity Hospital, whose 
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quarters are found to be inadequate. Probably a 
campaign to secure funds will be staged in Sep- 
tember. 

Building Activities at London. 


London, Ont., is receiving its share of the building 
programme. New nurses’ residences are being built 
at both the Victoria and St. Joseph’s Hospitals, rep- 
resenting a total expenditure of approximately 
$250,000. The St. Joseph’s home is already under 
construction, and it is hoped it will ‘be in use at the 
end of the summer. Some dispute over the site has 
delayed the building of the Victoria home. 

Plans and specifications have been prepared for 
the installation at Victoria Hospital of a new oper- 
ating room at a cost of approximately $50,000. This 
has been made possible by a large gift from Col. W. 
M. Gartshore, and also included in it are plans for 
the complete renovation of the entrance to the ad- 
ministration building. 

At the Ontario Hospital work is under way for 
the reconstruction of the sun rooms and verandahs 
on the west side of the building, which will allow 
for the accommodation of more than 100 additional 
patients. New beds and equipment will be added, 
and the total cost of the work is expected to be in 
the neighborhood of $8,000. 


Windsor Plans Extensions. 


A $50,000 drive was held this month in Windsor, 
in aid of the Essex County Sanatorium. At the 
present time there is considerable congestion, and it 
is planned to make several additions. One of these 
will be known as the Sir Adam Beck Memorial wing. 

New plans were prepared for the Metropolitan 
General Hospital, in the same city, which will pro- 
vide for about 80 or 90 beds in the main building, 
and 20 to 30 in the isolation ward. The inclusion of 
several spacious sun parlors, to be heated and sup- 
plied with the various other essentials, will make 
expansion in the time of need a comparatively easy 
matter. The isolation wing will be the first to be 
commenced, as there are no special facilities for 
handling contagious diseases at the Border Cities. 
These are under consideration. 


Tuberculosis Hospital Projected. 


Plans are under way at St. Catharines, Ont., for a 
new tuberculosis hospital to take care of the joint 
requirements of St. Catharines, Welland and 
Niagara Falls, with an accommodation of 75 beds. 
The local sanatorium has been found inadequate, 
and an enlargement or new building will have to be 
secured, 





According to a recent decision of Renfrew, Ont., 
town council, three of its members, including Mayor 
Murray, will act in conjunction with three members 
of the hospital to consider the advisability of build- 
ing a fifty-bed hospital to replace the old Victoria 
Hospital. The town has been empowered by legis- 
lation to spend $100,000 if needed, and plans for 
such a hospital will be secured and considered. 
There are three sites to be considered, one of which 
is owned by the town. 





Tenders have been called for the erection of a 
new Nurses’ Home at Bowmanville, Ont. Mr. D. E. 
Kertland is the architect. 
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THEY ARE STRONG 








Tremendous tensile strength as shown 
above, is an important feature of STER- 
LING gloves. 


Although very tough and strong, a soft, 
velvety and elastic finish is retained by 
special processing. 

High sterilizing qualities and longer wear 
are assured when you specify STERLING. 


The STERLING trade mark on rubber 
goods guarantees all that the name implies. 


Sterling Rubber Company Limited 
GUELPH - CANADA 
Largest Specialists in SEAMLESS Rubber Gloves in the 
British Empire. 


























White Enamelware 


for Hospital, Physician, Nurse 
and Sick Room 


We carry a very complete line of high-grade steel 
white enamelware, such as— 


Dressing Jars 
Graduated Measures 
Irrigators 


Bed Pans 


Solution Basins 
Pus Basins 
Instrument Trays 
Pitchers 

The entire line is finished in pure white, heavily 
coated and acid-proof. 


The J. F. HARTZ CO. 


LIMITED 


24 McGill College Ave. 
MONTREAL, QUE. 


24 Hayter St. 
TORONTO, ONT. 
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Huge Additions Proposed for the Van- 
couver General Hospital 


Estimated to cost $1,758,000, additions to the 
Vancouver General Hospital containing, in all, a 
total of 565 beds, bringing the total accommodation 
up to 1,325, have been proposed by members of the 
hospital board. According to the plans the addition 
will consist of a maternity building of 115 beds; a 
private ward of 125 beds; a women’s building of 
200 beds, and a children’s building of 125 beds. 

A proposal was also advanced that the three- 
storey building formerly occupied by the Univer- 
sity of British Columbia, be remodelled to serve as 
a tuberculosis hospital. The Provincial Govern- 
ment has made a grant of $50,000 to such an estab- 
lishment, and the board would be called upon to 
raise an additional $30,000. Early application will 
be made to the city council for approval of the 
board’s building plans, when by-laws will be sub- 
mitted to provide the necessary authority. 





The new hospital at Greenwood, B.C., was opened 
last month, under the charge of Dr. A. Francis. 
The building is the old Armstrong Hotel, and the 
hospital is equipped with X-ray, nurses’ and doc- 
tors’ quarters, and ample room is provided for pati- 
ents in well-lighted rooms. 





To meet, to some extent, the overcrowding at the 
Hamilton (Ont.) General Hospital, it is suggested 
that the third floor of the administrative building be 
remodelled, at an approximate cost of $25,000. It 
is proposed to convert it into a semi-private wing, 
with ten rooms, or accommodation for 20 patients. 





A new nurses’ residence for the sanatorium at 
Saskatoon is being erected at a cost of $40,000. The 
building will provide accommodation for the staff 
nurses, and will contain about 55 rooms. There will 
be a sleeping porch running along the whole length 
of the south side. Smith Bros. & Wilson secured the 
contract, at $39,970. 


More Accommodation is Planned for 
Nurses at Kingston 


By taking over and renovating the third floor of 
the Watkins wing at the Kingston, Ont., General 
Hospital, accommodation for fourteen more nurses 
has been provided. There are now about 118 nurses 
in the building. The children’s floor formerly occu- 
pied the third floor, but it has now been moved 
down one storey. Tentative plans have been formu- 
lated for even ‘better accommodation for the nurses. 
In the fall the maternity cases are to be transferred 
to the Nickle building, and the whole of the Doran 
building will be applied for the use of the nurses. 
Before long, however, it is predicted that a new 
nurses’ home will have to be built. 

The need for extra nurses’ accommodation at the 
Hotel Dieu, in the same city, has also been felt. Two 
new storeys will be added to the present home, the 
work to ‘be started as soon as possible. The addi- 
tion will provide accommodation for at least 50 
more nurses, and will include 18 bedrooms, with 
showers, etc., to be installed. It will be built of 
stone. Mr. Colin Drever is the architect. 
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Toronto Orthopedic Hospital Drive. 

For the purpose of enlarging the hospital from 
a thirty-five bed unit to the more economical and 
efficient size of a fifty-bed unit, the Toronto Ortho- 
pedic Hospital, from the 4th to the 18th of June, 
eliminating other than business days, is staging a 
drive for $175,000. The fund will also take care of 
the bank indebtedness of $75,000. Sir James Wood, 
honorary president, has contributed $10,000 to take 
care of campaign expenses, and every dollar sub- 
scribed by the public goes direct to the hospital 
treasury. The hospital was opened in 1898, and since 
that time has rendered inestimable service to the 
hundreds of patients who have passed through its 
doors. Doctors can attend their own patients in the 
hospital. Mr. Francis Courtenay Barber is the 
campaign director. 





A proposal is under way in Halifax, N.S., to pur- 
chase a new building for the isolation hospital, and 
abandon the one in use at present as unsuitable. 
The proposal will be left to the incoming Board of 
Health for consideration. 





New Extension Planned for Fort 
William Hospital 

Plans for the erection of a four-storey building, an 
extension to the McKellar General Hospital, Fort 
William, Ont., are under way. The city has been 
authorized by the ratepayers to guarantee the hos- 
pital’s bonds to the extent of $95,000. It is the aim 
of the hospital board to have the extension ready 
for occupation at the beginning of 1927. 

The proposed new wing will include a ‘maternity 
ward, an X-ray room, an operating room and a 
laboratory. 





It has been announced from the Hotel Dieu Hos- 
pital, Kingston, Ont., that the order in charge, the 
Religious Hospitallers of St. Joseph, have opened 
their fifth branch house at Hartford, Wis. Rev. 
Sister Hazleton, formerly at the large Kingston 
Mother House, has been appointed Superior. 





Large Additions in Winnipeg. 

The contract for the new wing and the two-storey 
addition to the Misericordia Hospital at Winnipeg, 
Man., has been awarded to Mr. J. A. Tremblay, the 
figure being around $250,000. Frank R. Evans has 
been appointed supervising architect, and construc- 
tion will start immediately. 

A large addition is to be built to St. Joseph’s Hos- 
pital, in the same city. Work has been commenced, 
and the addition will comprise a wing to be erected 
at a cost of about $100,000. Mr. E. Parkinson is the 
architect. 


Metal Replaces Wood for Arti- 
ficial Limbs 

As the result of investigations by a special com- 
mittee appointed by the British Ministry of Pen- 
sions, it has been decided to substitute metal arti- 
ficial limbs to amputation cases for the wooden one 
hitherto supplied by the Department of Soldiers’ 
Civil Re-Establishment. The new limbs will be 
made of a material called duralumin. 
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One pound of absorbent cotton and one pound of Cellucotton. Cellucotton’s greater bulk gives vou more dressings per pound. 


More dressings per pound in Cellucotton 


Why this most useful absorbent is also 
the most economical 








most materials, and can be used for 





OSPITALS everywhere—2383 
of them—are using Cellucot- || Cellucotton’s Eight Reasons Why || Wipes of every variety. 
i a of N a ro Pt OCS EO Eee IO Kotex pads, made of Cellucotton 
eliucotton abdsords trom ‘oO imes ore : 
ee Sena ee ee ee I. drainage before saturation than most grades of and Curity Absorbent Gauze, pos- 
useful absorbent cost lessthan nearly absorbent cotton. sess all the outstanding features of 
every grade of absorbent cotton but 2 Cellucotton retains more liquid before leakage bulk Cellucotton. They are com- 
Cincatton, ease Cnet fo ree || fortable for the patient, thoroughly 
aces 4 definite ee Ks en oats 3 to 5 times as fast as | absorbent, with a great ability to re- 
—due to its bulk, it makes more ES tain drainage. They present a dis- 
dressings per pound than absorbent 4, It draws fluid against gravity. It serves as a : : : ety 
cotton; * wick instead of a dam. tinct saving to the hospital in time 
—its greater absorbency permits of 5, Fluid penetrates to every part of the Cellu- and material. 
smaller dressings in many cases; cotton dressing. The coupon will bring generous 
—it readily separates into layers. No On account of its bulk, it makes more dress- | . 
more material used than absolutely 6. ings per pound than absorbent ection. a Sener ncaa pee ge ed 
necessary ; 7 Cellucotton is lighter, cooler and more com- ospita esas ws +6. = 2 en 
—it saves gauze and other expensive * fortable for the patient. buyin g, always insist on genuine 
materials. 8 Its cost is so low as to make it one of the most Cellucotton. 
* economical forms of absorbents. 
Cellucotton has found favor not 
Lewis MANUFACTURING COMPANY 

















for its economy alone. Its remark- 
able absorbency and capillary action 
make it invaluable as a surgical dressing. Cellucotton is 4 to 
8 times more absorbent than ordinary cotton and draws 
fluid quickly against gravity. Lewis Manufacturing Co., Walpole sows. 
These superior qualities, together with its purity and Plser nee toe, Hee, some Cpe eee nn 
lightness, have caused Cellucotton to be r ized as the Cieniges, Rates. Aloe tn "Recipe: Beek” of Copter 
g » ha ecogniz 
most useful absorbent ever known! 
Cellucotton is not sold in bulk only. It is also specially Nmae 
prepared for two specific uses. Because of its absorbency 


( Division of Kendall Mills, Inc.) WALPOLE, MASS, 








cotton uses. 

















and economy, it is an ideal material for wipes of all kinds. Position — 
It is specially calendered for this use, giving it necessary Hospita 
firmness with no loss of absorbency. The finished product Address 
—Celluwipes—can be obtained in boxes of 400. Easy to fens 
C.H. 6 2% 























use-—easy to dispose of —they are more economical than 
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Uniforms and Coats 


—now look better 
and wear longer 


Satin Finish penetrates every fibre 
of every thread, strengthening in- 
ternally and rebeautifying the out- 
side surface of the fabric with a new 
sheen, soft and satin like as when 
new. There is no brittleness, no 
smeary spots, no crackly rustle when 
the wearer moves—Satin Finished 
uniforms and coats are flexible yet 
stiff enough for good appearance. 
Satin Finish does not show on the 
surface of the fabric—it’s inside the 
threads, exactly where the strength 
is needed. 

Any hospital laundry department 
can use Satin Finish Sizing that has 
a washing machine, extractor and 
press machine. It is now used in 
hundreds of hospitals everywhere in 
place of starch—why not yours? 


The KEEVER STARCH COMPANY 


Hespital Department 
COLUMBUS, OHIO, U.S.A. 


coats 
aprons 
gowns 
caps 




















What Our House Organ Accomplishes 
for Our Hospital* 
By FRANK E. BROOKE, 


Superintendent, Harrisburg Hospital, Harrisburg, Pa. 


The House News of the Harrisburg Hospital, 
Harrisburg, Pa., began its existence a little less than 
a year and a half ago as a means of acquainting the 
patients of the hospital with their neighbors within 
this little community which they had temporarily 
joined. In the early issues, the “News” was made 
up of personals of visitors, guests, personnel, of bits 
of poetry or humor that might entertain, and ex- 
tracts from answers to questionnaires sent to dis- 
charged patients, asking for their impressions of 
the interne and nursing service, dietary, housekeep- 
ing, and for any other constructive suggestions 
they might wish to make. Copies were distributed 
to all patients and personnel, and sent to members 
of the Board of Managers, Advisory Board, and 
some other friends. 


We began with the intention of keeping the pro- 
duction of this tabloid newspaper within the hospi- 
tal. Not only was the news to be gathered and 
written in the institution, but it was to be made up 
in the superintendent’s office. For every issue mime- 
ograph stencils are cut, and a paper consisting of 
from three to five mimeographed pages, eight and 
one-half by thirteen inches in size has been pub- 
lished. The cost of material for an entire issue of 
from three to five hundred copies has not exceeded 
five dollars. Many times suggestions have been 
made that the copy be sent to a printer, but the 
high cost of printing has been a factor in our deci- 
sion to continue mimeographing it. We also think 
that the little house organ is more intimate in style 
than it could ever be in cold type. And it is the 
writer’s opinion that we all regard it more our own 
because we do all of it. 


The thought of those who have suggested the 
printing of the paper has been to increase its circu- 
lation upon the theory that the influence of a paper 
is measured by its circulation. Later on in this 
article it will be explained that without aiming at 
publicity we are now publishing it in better form 
than by circularizing the public with a monthly 
bulletin. 


Like a great’ many other young journals, the 
“News” excited no small amount of discussion and 
criticism. Perhaps the widest range of opinions 
was provoked by the selections of poetry and of 
humor that were included. 


In order to popularize the little paper its make-up 
was left to one of the hospital personnel. Much 
discrimination was required in the selection of jokes, 
which proved to be in itself a serious business. 


Standardization in America does not seem to 
have been applied to this field. The assistance of a 
number of experienced experts was made use of 
with the result that the department of humor, if we 


“*The Modern Hospital, April, 1926. 
(Continued on page 33) 
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Henri de Mondeville 1260-1320 


© Seow shrewd and independent thinker urged his students to avoid 
suture trauma and interruptions in operative procedure by using 
grooved needles, threaded, and arranged in order prior to operating. 
For gastro-intestinal and membrane suturing D&G Atraumatic Needles 
with sutures affixed offer the modern solution to these ancient problems. 
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Kalmerid Catgut 


Pe geweg mgs Exerts a bactericidal ac- 
tion in the suture tract. Supersedes 
the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t 









The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
no. NO. 
19665 \8.50h Prain sCarour: 3.2555... 1405 
TAEG iiss 10-Day CHrRomIc........... 1425 
BARE ccs conhee 20-Day Curomic........... 1445 
nas SEES 40-Day CHRomIC........... 1485 
Sizes: 000.500. .0..3..2.43. «4 


Approximately 60 inches in each tube 


Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross.,... 28.80 


Claustro-Thermal Catgut 


Plushies germicidal. For surgeons 
who prefer an inert suture, unim- 
pregnated with any bactericidal substance. 
Sterilized by heat in cumol, after the tubes 
are sealed, at 165° C.—329° F. Boilable.* 
Unusually flexible for boilable catgut. 


Se ee 








NO. 

BOR ccesccssieicanteapeeeuscacaioeses Prawn Catcut 

REE cacivessiacesbane 10-Day Curomic Catcut 

RG Grinses sesszvnisg sods 20-Day Crromic Catcut 

Lt Re URES: 40-Day Curomic Catcut 
Sizes: 000. .00,.0..1..2.63..4 


Approximately 60 inches in each tube 


Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross..... 28.80 


*For sterilizing the ex- 
terior of tubes prelimin- 
ary to operating, not 
only may they be boiled 
but they even may be 
autoclaved up to thirty 
pounds pressure, any 
number of times, without 
the slightest impairment 
of the sutures. 






Atraumatic Needles 


OR GASTRO-INTESTINAL suturing 

and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 


Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial strength, 





THEY DO NOT BEND mans 


‘5. ey 


ILLUSTRATIONS ARE FIVE-EIGHTHS SIZE 











STRAIGHT NEEDLES ARE IN ROUND TUBES 
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CURVED NEEDLES ARE IN FLAT TUBES 





No. INCHES INTUBE DOZEN 
1341..STRAIGHT NEEDLE.........-. 1 eee $3.00 
1342..T wo SrraicuT Neepwes...36...... 3.60 
1343..¥e-CircLe NEEDLE.......... Biiscvavs 3.60 
1345.-¥2-Circte NEEDLE.......... WE vasa 3.60 


Gross, net, $28.80 and $34.56 respectively 
Sizes: 0 and I 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


ERMICIDAL, being impregnated with 
potassium-mercuric-iodide.t Chromi- 

cized to resist absorption in fascia or in ten- 
don for approximately 30 days. The non- 
boilable grade is extremely flexible. 
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POs cnccssuvsynctversvesis Non-Boraste Grape 
GIO. cbs acicesy jens tauminerasaee *BoiLaBLe GRADE 
Sizes: 0, 62. 4000. (8. .90,:5 26 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross..... 








Testing the strength and 
elasticity of DEG Sutures 


Carriage paid anywhere in the world 























Non-Absorbable Sutures 








NO, INCHES IN TUBE SIZES 
350..CeLLuLom-Linew........ SR 000, 00,0 
360..HorsEHAR.............. Co SROR are eae 00 
390..Wuire Sitkworm GuT..84......... 00,0, 1 
400..BLack Sitkworm Gut..84......... 00,0,1 
450..WuiTe TwisTep SILK...60........000 TO 3 
460..Biack Twistep SILK.....60........ 000, 0,2 
480..Wuire Braipep SILkK.....60...... 00,0,2,4 
490..Biack Braiep Sik.....60......... 00,1,4 
BOILABLE 
Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross..... 28.80 


Short Sutures for Minor Surgery 








No. INCHES IN TUBE SIZES 
802..Prain Katmerip CaTGUuT..20..00,0, I, 2, 3 


812..10-Day Katmerip ‘* _—..20..00,0, 1, 2, 3 
822..20-Day KaLMeriD ‘* _—..20..00, 0, 1, 2, 3 


862..HORSEHAIR.............0008 Bliss, sce cakes 00 

872..Wuire Sitkworm GuT...28.............. ° 

882..Wuite Twistep SILK......20...... 00,0, 2 

892..UmBiLicaL TaPt.........+. 24...VYe-IN. WIDE 
BOILABLE 


Package of 12 tubes of a size....$ 1.50 
Gross or more, net per gross..... 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 





NO. INCHES IN TUBE SIZES 
go4..PLain Katmerip CatGuT..20..00,0, 1,2, 3 
--20..00, 0, 1, 2, 3 
..20..00, 0, 1, 2, 3 


g14..10-Day Katmerip <¢ 
g24..20-Day Katmerip ** 


964..HORSEHAIR...........000005 RO sc escwngees 00 
974..Wuire Sitkworm GuT...28..........+4:. ° 
984..Wuite Twistep SILk......20...... 000, 0,2 


BOILABLE 


Package of 12 tubes of a size.... 
Gross or more, net per gross..... 


The ash of D@G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 





process. 


Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 






Sagoo suture of 40-day Kal- 
. merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 
Boilable. 


No. 650. Package of onetube,$ .30 


Gross or more, net per gross, 34.56 


Circumcision Sutures 








y.  perpes suture of Kalmerid germi- 
cidal catgut, plain, size oo, threaded 
on a small full-curved needle. Boilable. 


No. 600. Package of 12 tubes....$ 3.00 
Gross or more, net per gross..... 28.80 


Universal Suture Sizes 


All sutures are gauged by the standard 
catgut sizes as here shown 
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+ Potassium-mercuric-iodide is one of the best ger- 
micides known. It has a phenol coefficient of at 
least 1100; it is not precipitated by serum or other 
proteins; it is chemically stable—unlike iodine it 
does not break down under light and heat; it inter- 
feres in no way with the absorption of the sutures, 
and in the proportions used is free from irritating 
action on tissues. It is the ideal bactericide for the 
preparation of germicidal] sutures. 
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DeG ATRAUMATIC NEEDLE 
with suture attached 





For gastro-intestinal suturing and for all membranes 
where minimized suture trauma is destrable 


IMPROVED FEATURES: Unimpaired strength at union with suture; 


firmly and permanently affixed; absolute continuity of needle and suture 


Affixed to the Boilable Grade of 
20-Day Kalmerid Germicidal Catgut 


which experimental evidence has proven to be the ideal 
gastro-intestinal suture. Its absorption time is correct; 
it is germicidal; it is flexible 











oe IN PACKAGES OF TWELVE TUBES OF ONE KIND AND SIZE sina 
1341. A straight intestinal needle affixed to a 28-inch suture........ $3.00 
1342. Two straight intestinal needles affixed to a 36-inch suture........ 3-60 
1343. A 3%-circle intestinal needle affixed to a 28-inch suture........ 3.60 
1345. A half-circle intestinal needle affixed to a 28-inch suture........ 3-60 


SIZES: O AND I 


20 PER CENT DISCOUNT ON A GROSS OR MORE—POSTPAID 
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Lives of Service Commenced 


Graduations Throughout the Dominion 
Show Many Nurses Devoted to Healing 


With all due solemnity and ceremony, hundreds 
of nurses over the Dominion this month have ac- 
cepted the Florence Nightingale pledge, on gradu- 
ation into the profession they have embraced. Given 
below are the graduates from various hospitals in 
Canada: 


Victoria Hospital, London, Ont. 

The graduates are: Letta A. Clement, London; 
Viola C. Elson, London; Adelina V. Fowler, Lon- 
don; Helen A. Ferguson, Komoka; E. Lauretta 
Holtzman, Crediton; Eva J. Hannahson, London; 
Phyllis I. Hallett, London; Marjorie F. Jones, Lon- 
don; Lillian A. Swindelis, St. Thomas; Jennie E. 
Watt, Peterboro; Geraldine E. Webster, London; 
Elizabeth E. Climie, Listowel; Elizabeth R. David- 
son, Goderich; Ethel K. Hicks, Centralia; Frances 
M. Sifton, Highgate; Katherine F. Docker, Ettrick ; 
Annie M. MacLachlin, Parkhill; Verna E. H. Sloan, 
London; Helen I. Spence, Tara; Margaret Call- 
wood, Tilbury ; Gladys M. R. Erskine, West Lorne; 
Hazel I. Gillies, London; Dorothy E. Gillespie, Lon- 
don; Eva B. Maclean, Woodstock; Gladys T. Mar- 
grett, London; Edna L. Moorhouse, London; Belva 
I. Finlay, Ripley. 

Following the presentation of diplomas and 
medals three 1926 post graduate scholarships were 
presented as follows :— 

To Mildred Thomas, by Miss Agnes Malloch, on 
behalf of the Victoria Hospital Nurses’ Alumnae; 
to Greta Hardy, by Miss M. L. Jacobs, for the Isabel 
Hampton Chapter, I.0.D.E.; and to Margaret Mill- 
man, by Mrs. F. J. Greenaway, for the Auxiliary 
Board of Women of Victoria Hospital. 





St. Joseph’s Hospital, London, Ont. 

Misses Alice McTague, Stratford; Eleanor Scan- 
lon, London; Ella Brown, Komoka; Mary Morrison, 
Parkhill; Margaret Scott; London; Beatrice Morris- 
sey, St. Mary’s; Gertrude Deitrich, Mount Carmel; 
Thelma Meyers, Muirkirk; Rose Olmstead, Lasal- 
lette; Mary McSloy, Windham; Martha Morrissey, 
Mount Carmel; Frances Ward, Paynton, Sask.; 
Mary A. Walsh, St. Marys; S. Carolina Hubbard, 
Forest; Olive Wilford, Ingersoll; Marjorie Cough- 
lin, London; Agnes Harrison, Chatham; Alice 
Mould, London; Marie Baker, Brussels; M. Angela 
Kelly, Blyth; and Frances M. Bail, Lasallette. 





General Hospital, Medicine Hat, Alta. 

For highest proficiency, presented by the Board 
of Directors, Miss Elizabeth S. Watson. Practical 
work, presented by the Board of Directors, Miss 
Emma Patterson. Surgery, presented by Dr. C. E. 
Smythe, Miss Elizabeth S. Watson. Obstetrics, 
presented by Dr. F. W. Gershaw, M.P., Miss Jessie 
Seuton. The class consisted of Miss Watson, 
Miss Emma J. Cartier, Miss Fenton, Miss 
Patterson, Miss Evelyn Ford, Miss Jean B. Jardine, 
Miss Muriel Hall and Miss Martha M. Mullen. The 
first prize for general proficiency in the intermediate 
class of nurses training was awarded to Miss Vera 
Peers, and the junior year to Miss Emma Seafoot. 


Children’s Memorial Hospital, Montreal, Que. 

The Misses Derinda Ellis, St. Johns, Que. ; Annie 
Hanson, St. Lambert; Phyllis E. Monks, Bristo! 
England; Winnifred M. Kirby, Cookshire, Que.; A. 
Elizabeth Tennant, Ottawa; Alice M. Thompson, 
Clayton, Ont.; Alma G. Salisbury, Sutton, Que.; 
Margaret Garvin, Toledo, Ohio; F. Irene Lennon, 
Montreal; and Emily Theresa Keegan, Outremont. 





St. Joseph’s Hospital, Chatham, Ont. 

Miss Annie Josephine Helm, of Galt; Miss Olive 
Julia Weiler, of Walkerton; Miss Marjory Jane 
Scull, of Dresden; Miss Hazel Belle Henderson, of 
Thamesville; Miss Leona Marie O’Rourke, of Chat- 
ham; and Miss Dina Alice Chauvin, of Stoney 
Point. 





St. Michael’s Hospital, Toronto, Ont. 


Marcella McDonald, Catherine Lavis, Ethel Fitz- 
gerald, Aileen Legris, Marie Pilon, Mary Robinson, 
Augustine Bourdon, Isabel Meagher, Norine Boyce, 
Kathleen Binions, Anne Murray, Katherine Jac- 
quithe, Helen Shannon, Helen Walsh, Madeline 
Coffey, Audray Gendron, Alice Cronin, Rita Haffey, 
Marie Dandenault, Florence Kuntz, Pearl Coffey, 
Lorine McIntyre, Marjorie Case, Benetta Cox, Rita 
Eagan, Bernice Quilty, Marguerite Welsh, Marie 
O'Connor, Agnes Cronin, Marcella Berger, Edith 
Riffle, Agnes Knight, Helen McGee, Louise Cassidy, 
Helen Stock, Albini Beaudoin, Winifred Downey, 
Rita Sedgewick and Eleanor Cowan. 





Victoria Hospital, Fredericton, N.B. 

Miss Helen McCain, of Florenceville; Miss Ella 
Sanson, of Cross Creek; Miss Jennie Carle, of 
Maugerville; Miss Bessie Connell, of St. George; 
Miss Della Bryant, of Norton; Miss Sarah Stasuk, 
of Norton; Miss Emma Wark, of Andover. 

Miss Jennie Carle had the best standing in ob- 
stetrics, Miss Helen McCain in surgical nursing and 
Miss Della Bryant secured a special prize. 


General Hospital, Guelph, Ont. 

Laura E. Featherstone, Helen Frances Kilpatrick, 
Florence McDuff, Alice Mary Plowright, Helen 
May Roelofson, Cissy Drysdale, Emma _ Levinia 
Benham, Clara Isabel Penfold, Ada Marion Milloy, 
Helen Margaret Jane Tolton, Vera Evelyn Ander- 
son, Margaret Rennie Smith. 

General proficiency prizes in the training school 
were won by Miss Laura Featherstone in the senior 
division and Miss Helen Tolton, in the junior. 








Kitchener and Waterloo Hospital, Ont. 

Miss Myrtle Rodgers, Miss Wilda Pollock, Miss 
Jessie Kitchen, Miss Violet Lang, Miss Emma 
Schaeb, Miss Luella Weber, Miss Anna Polfus, 
Miss Emma Filsinger, Miss Dorothy Weitzel. _ 

Gold medals for general (proficiency and high 
marks in theory were presented to Miss Emma Fil- 
singer and Miss Emma Schaeb, respectively, and a 
club bag for operating room technic to Miss Myrtle 
Rogers. 
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To Help Your 
Patients 





Your convalescing patients, with muscles 
weakened by dis-use and illness, will find 
the foot comfort and support they need in 
the 


antilever 
Shoe 


The flexible Cantilever shank or arch 
allows the foot to function freely and the 
muscles to develop by natural exercise. 


All the support needed is also 
given by this flexible leather 
arch, curving firmly up against 
the foot. 


A suggestion from you in 
regard to these points will 
usually be appreciated by your 
patients. 


You have probably already discovered for 
yourself what a help these comfortable 
shoes are in your work. If not, there is a 
treat in store for you. The nearest Canti- 
lever agency will be glad to demonstrate 
the various: Cantilever points of excellence 
and to show how well these shoes look and 
feel on your feet. 





MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
branch. Mail orders receive careful attention. 


Cantilever Shoe Shops 


TORONTO—714 Queen St. East 

HAMILTON—8 John St. North 
MONTREAL—Keefer Bldg., St. Catherine St. W. 
OTTAWA—241 Slater St., Jackson Bldg. 

SAINT JOHN, N.B.—Waterbury & Rising Limited 
HALIFAX—Wallace Bros. 

SUDBURY—F. M. Stafford Limited 
WINNIPEG—Hudson’s Bay Company 
SASKATOON—Royal Shoe Store 

PORT ARTHUR—McNulty’s Limited 
REGINA—Yale Shoe, Limited 
EDMONTON—Hudson’s Bay Company 
CALGARY—Hudson’s Bay Company 
VANCOUVER—Hudson’s Bay Company 
VICTORIA—Hudson’s Bay Company 
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The Place of the Dietitian 
in the Hospital 
3y CHARLOTTE F. VALENTINE 
Department of Household Science, 
Univers:ty of Toronto. 


WANTED—Dietitian for 200-bed general hospital ; 
oversee and plan meals for the entire household; in 
charge of special diets; must be capable of teaching 
student nurses; manage housekeeping work in hos- 
pital and nurses’ home; full charge of engaging and 
managing all female help, except nurses. Apply, 
stating salary, to— 

That the dietitian must be very nearly “Jack of 
all trades,” and certainly master of many, one does 
not doubt after reading an advertisement like the 
one printed above. It leads one to consider the 
place of the dietary department and the dietitian in 
the hospital organization. That this place is by no 
means a small one is evidenced by the ever-increas- 
ing number of hospitals which employ dietitians. 

But, before considering the dietitian’s place in the 
hospital, one may ask oneself what training is 
necessary to equip an individual for such a position. 
The dietitian should have four years of training and 
should have acquired during that time a very good 
knowledge of Biology, Physics, Bacteriology, 
Organic, Inorganic and Physiological Chemistry, 
and a complete knowledge of Physiology and Die- 
tetics. This knowledge should be applied directly 
towards the curing of bodily ills, and the preventing 
of these same ills, by proper diet. There is no sub- 
stitute for good training, and the confidence of the 
medical profession and hospital staff is secured only 
by real efficiency. 

As the respect for any department in an institu- 
tion frequently depends upon its situation in the 
building, the dietitian’s first thoughts should turn 
to the location of the dietetic laboratory and kit- 
chens. The exact location of the department is a 
debatable question, but to serve its purpose effec- 
tively it must be conveniently placed for the receiv- 
ing of supplies, the delivery of trays, and the re- 
moval of waste. It will be necessary to have the 
most up-to-date sanitation, and plenty of light and 
air accessible to the rooms “at all times. Adequate 
and modern equipment placed with due considera- 
tion to the saving of time and labor is an important 
factor if the many and varied demands made upon 
this department are to be quickly and satisfactorily 
met. 

The duties of the dietitian are many, but space 
permits the mention of only one of the most import- 
ant. The dietitian should be the hospital’s food 
economist, the planner and executive chief of bal- 
anced diets for the different groups in the hospital 


(Continued on Page 31) 
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Hospital Apparel 


QUALITY GARMENTS FOR YOUR mgr gel tease ETC. 
THESE PRICES INCLUDE SALES T 
HOSPITAL APPAREL FOLDER SENT ON naneane 


Our line includes:—Slip Covers for Mayo Instrument 
Stands; Abdominal Bands; Doctors’ Coats and Pants 
for Hospital and Office; Operating Suits; Operating 
Gowns and Caps; Nurses’ Aprons, Caps and Operat- 
ing Gowns; Orderlies’ Suits; Maids’ Uniforms; 
Patients’ Bed Gowns; Bath Robes; Ether Jackets; 
Pneumonia Jackets; Leg Holders; Bed Sheets; Draw 
Sheets; Lethotomy Sheets; Pillow Slips; Towels; Bed 
Pan Covers; Mattress Covers; Cooks’ Coats, Pants, 
Aprons and Caps—in fact, ANYTHING IN COTTON 
GOODS. 


SURGEON’S NURSE’S 


OPERATING GOWN 


Of best quality Indian Head 
bleached. Closes at back with 
tie tapes, and long belt sewn on 
front to tie. Standing collar and 
long, comfortable, roomy sleeves. 


Prices: 


Regular cuffs, $22.00 per dozen. 
Knitted cuffs, $24.00 per dozen. 


OPERATING GOWN 

Full length gown with plain 
front, neat turn-over collar and 
full-length sleeves. Closes down 
back with tie tapes, and with 
long belt stitched on front to 
tie at back. Made of best 
a Indian Head bleached. 
Can be furnished with knitted 
cuffs which fit closely and 
easily into the rubber gloves. 
Prices: Regular cuffs, $22.00 
per dozen; with knitted cuffs, 
$24.00 per dozen. 











Made in Canada by 


CORBETT~- COWLEY 


Style No. 3700 


468 King St. West 


TORONTO 2 Style No. 3200 
































A Laundry for the Small Hospital 


Complete’ - Compact - Inexpensive 


This Laundry Unit con- 
tains everything necessary 
to wash, dry and iron the 
flat work. 


Each machine is individual 
motor drive, allowing the 
greatest flexibility of in- 
stallation. 


It is only comparable to 
domestic machinery in 
price. In capacity and 
durability it is very much 
superior. 


LET US QUOTE YOU 





Manufactured by 


The Beaver Laundry Machinery Go., Limited 


393 Sorauren Ave. Toronto, Ont. 
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News of Hospitals and Staffs 


Condensed News of Hospitals and 
Allied Institutions from Coast to Coast a 
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Tag Day For Hospital 


Fort William, Ont.—St. Joseph’s General Hos- 
pital held a very successful tag day on May 1. About 
forty taggers turned out in force. 





Awarded Special Prize 


Toronto—Miss Kathleen Binions has been award- 
ed a special prize donated by Dr. D’Arcy Frawley 
for excellence in obstetrical nursing at St. Mich- 
ael’s Hospital. 





Nurses Given Automobile 


Kingston, Ont.—For the use of the nurses, a 
coupe has been presented to the Kingston branch of 
the Victoria Order of Nurses by Cataraqui Chapter, 
1.0.D.E. 





New Wing For Winnipeg Hospital 
Winnipeg—The contract for the new wing of the 
Misericordia Hospital, here, has been awarded to 
J. A. Tremblay. The work will cost about $225,000, 


and will start at once. 





Hospital Gets Memorial Fund 


Tillsonburg, Ont.—The council have decided to 
transfer the memorial fund held by them to the 
Soldiers’ Memorial Hospital Board, the amount to 
be used to purchase a bronze tablet in memory of 
Tillsonburg soldiers in the Great War, 





Wins Splendid Course 


Fredericton, N.B.—Miss Kathleen Rowan, daugh- 
ter of John Rowan, Lincoln, and a niece of W. S. 
Kelly, of the Victoria Hospital, Fredericton, N.B., 
staff, was the winner of a gold medal at the gradu- 
ation exercises of the Philadelphia General Hospital, 
Philadelphia, Pa. She is entitled to a six month 
course at Columbia University, New York. 





Hospitals To Benefit By Will 


Kitchener, Ont.—Practically all of the $76,000 es- 
tate of Dr. Cline, of Kitchener, will go to hospitals. 
‘The various bequests are as follows :—Kitchener 
and Waterloo Hospital, $10,000; Kitchener Orphan- 
age, $5,000; St. Andrew’s Presbyterian Church, 
Kitchener, $1,000; the Disciples Church, Mapleton, 


JAS 


$2,000 ; the Memorial Hospital, St. Thomas, $10,000; 
the Toronto Hospital for Sick Children, $10,000; the 
Home for Incurables, Toronto, $1,000; and the resi- 
due, nearly $30,000, to the Muskoka Free Hospital 
for Consumptives. 





Dr. R. P. Borden Resumes Charge 
Calgary, Alta—Dr. R. P. Borden, who has been 
spending most of his time at Sedgewick since the 
closing of the St. Luke’s Hospital, Calgary, return- 
ed to take charge of the hdspital on its re-opening 
this month. He was relieved at Sedgewick by Dr. 
Green, of Edmonton. 





Want Hospital Extended 
Kamloops, B.C.—Headed by J. R. Colley, M.L.A., 
Kamloops, a delegation asked the British Columbia 
Government to assist in the extension of the Kam- 
loops Hospital. At a meeting with the Cabinet, 
Hon. William Sloan agreed to send an inspector to 
investigate the proposals. 

















Most Canadian Hospitals using 
Mechanical Refrigeration 
Have 


“YORK’ 
ICE MACHINES 


“‘The Best Made’’ 


Lei us send you the names of those nearest you. 


Canadian Ice Machine Co., Ltd. 


Montreal Winnipeg Vancouver 
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Coroner Dr. McCallum Dead 
Thornbury, Ont.—Coroner for Thornbury, Dr. 
Samuel McCallum passed away on May 1 in his 
54th year. He had been ill for about a month. 





Invalid Children Given Treat 
London, Ont.—A new venture in London was the 
taking, by means of a large truck, a number of in- 
valid children to see the “Hobby Fair.” The child- 
ren were carried aboard the truck, each sitting in 
his or her invalid chair. 





Equip Nursery In Hospital 

Toronto—The Protestant Women’s Federation 
wiil furnish and equip a children’s nursery in the 
British Welcome and Welfare League’s Hospital 
for newcomers. The federation has also offered to 
send volunteer workers to entertain the newcomers 
who are obliged to stay in Toronto for a day or two 
while they are being placed on Ontario farms. 





Offers Lectureship in Surgery 

Toronto—Dr. D. C. Balfour, a graduate of the 
University of Toronto (M.B., 1906, M.D., 1914), 
now with the Mayo Clinic, has offered to the Uni- 
versity of Toronto $4,000 for the establishment of a 
lectureship in surgery, and the Board of Governors 
has gratefully accepted his offer. This foundation 
will probably be used to ‘bring notable surgeons 
from time to time to the university to deliver special 
lectures. 





Mr. O. A. Burnham Is President 

St. John, N.B.—The election of officers of the 
alumnae of the General Public Hospital resulted as 
follows :—Honorary president, Miss E. J. Mitchell; 
president, Mrs. O. A. Burnham; vice-presidents, 
first, Miss R. Wilson; second, Mrs. Charles Belyea; 
recording secretary, Miss CC. Gleason; treasurer, 
Miss Kate Holt; additional members of the execu- 
tive, Mrs. Thomas Reynolds, Mrs. F. Chase and 
Mrs. A. Thompson. 





School Lessons in Hospital 

London, Ont.—Serving the dual purpose of keeping 
the children up to the same standard of education 
that they would have held if in good health, and at 
the same time preventing them from thinking only 
of their infirmities, the Board of Education has de- 
tailed a teacher to attend to the tuition of the 
patients in the War Memorial Children’s Hospital. 
Where the child is fit to study it has been found that 
a keen interest has been taken. 





Has Fine History 

London, Ont.—The fforty-fourth annual, and 
forty-first graduation report, given at the graduation 
exercises of the Victoria Hospital Training School 
showed that no less than 667 nurses had been gradu- 
ated since the organization of the school in 1863. 
There is now a registration of 130 pupil nurses, 17 
probationers and a class of 35 probationers to enter 
in September. Miss Grace Fairley is the superin- 
tendent. 

(Continued on page 34.) 
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The straightest line 
to foot comfort 


The inside line of this Walk-Over shoe is 
straight. You can see it in the diagram 
above. That is the straightest line to foot 
comfort. This shoe is made on a special 
Jast or form. It is not just made big and 
roomy to give you comfort. It is made to 
fit the normal foot which has widened and 
broadened a little with maturity. It is wide 
across the tread, narrow at the heel, and 
supremely comfortable. Yet this comfort 
shoe comes to you in the newest and 
smartest of styles. Wear this shoe and let 
Walk-Over fit bring you the shoe comfort 
you need with the style you want. 





Ask for Footograph Chart for 
ordering by mail 


Walp- Over 


BOOT SHOP 
RAD 290 Yonge Street 
= TORONTO 
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OPERATING THE SMALL HOSPITAL LAUNDRY 


How a Small Western Hospital Cut Their 
Laundry Costs From $150 to $60 a Month 


3y J. J. WILLETT 


Secretary-Treasurer, Unity Union Hospital, Unity, Sask. 


I take it that many small hospitals have no 
laundry plant, and to show whether such a plant is 
good business or not I will cite the experience of 
Unity Hospital. 

Our laundry charges formerly amounted to $150 
a month and service was not always the best in the 
matter of dei:very. In addition, nursery clothes 
were done by hand. Since installing a laundry 
plant at a cost of $1,800 which has been in operation 
since July 10, 1924, we have done all our own work, 
and, besides, occasional extra work in the way of 
blankets, comforters, rugs and carpets. Our total 
cost for the first year for soap, soda and ‘blue was 
less than $75, or about $6 a month. Our biggest 
expense was for gasoline for the laundry engine and 
the pumping engine. 

We have to generate steam, but we sterilize at 
the same time that we wash, so that the fuel cost for 
laundry is small. We have exceptionally soft water, 
testing less than six solids, while the average water 
in our cities ranges about 17 to 42 solids. 

We operate the laundry only two days a week, 
except for nursery clothes, which call for washings 
on other days. No special laundry personnel has 
been employed, the two maids and myself doing all 
the work. I superintend the washing and attend to 
the gasoline engine and the boiler, while the maids 
handle the steam-heated ironer. 


Average 250 Pieces 


Our washing has run as high as 80 odd sheets a 
day, with their attendant slips, towels and other 
small articles, but our average would possibly be 
about 60 sheets, 150 to 200 smaller articles, 10 to 15 
bedspreads, with a few blankets. Three to four 
hours put all the linen through the ironer. We do 
not attempt to have every article snowy white, but 
the linen is clean, sweet and sanitary, and we have 
been complimented many times by nurses on special 
duty as to the generally nice appearance of the linen. 
Of one thing I am sure, we are independent and get 
service when we need it. 

Now I am going to let you be the judge and jury 
in the decision to install a laundry plant. A small 
plant has its defects in that it takes a lot of time to 
do what appears to me a small amount of work, for 
I have been used to large capacity machines, but a 
small power plant operates with the minimum of 
expense in the way of help, power and water, all 
points that have to be considered. Do not purchase 
a plant unless you have a good supply of water in 
reserve over and above the general needs of the 
institution while the washing is in process. It is 
quite possible to soften hard water and filter murky 
water, but you have to have a supply of water or 
your laundry plant will fail. Plenty of water is the 
main point that makes for success. Perhaps next 
in line comes good sewage disposal. 

For power we find that steam or electric power is 
nicest, because smoothest, but the gas engine is 


handiest for it may ‘be cranked up at a moment’s 
notice. 

The standardization of laundry machinery re- 
moves the guess work from purchasing equipment 
to-day and we find the manufacturers ever ready to 
co-operate and advise. Proprietors of commercial 
plants, you will find, are ready to lend a hand, even 
though your installation of a plant means dollars 
and cents away from them. 

Set your wringer solid in the concrete; it has a 
terrific speed and force and must ‘be regarded as a 
dangerous machine, unless set firmly. Have all belts 
guarded. Set your washing machines so that they 
will discharge directly into the sewer, so that no 
steam vapors and odors have a chance to circulate 
in the room. Make sure that the room for the laun- 
dry is large and airy and well ventilated, with plenty 
of light. A good ventilating fan is not only desir- 
able, but a necessity. The comfort of the workers 
should not ‘be overlooked in any laundry plant, par- 
ticularly in a hospital. 

Most flat work ironers are equipped with cotton 
padding that lasts but a short time and when replac- 
ing it it is wise economy to buy the woolen blanket 
specially made for this purpose. It costs more, but 
lasts longer and gives a better grade of work. If 
you should purchase a small ironer make certain 
that it will accommodate the width of your sheets. 
Have a steam gauge on it, and a good steam trap. 

For the washing process I find that hospital linen 
requires two suds. Care should be used that the 
first suds are not above 120 degrees, so that you can 
start the removal of the stains rather than set them. 
Bleach in the second suds, and make this suds hot, 
but not boiling. A temperature of 185 degrees is 
best. A mild bleaching agent and common salt will 
remove any stain if used intelligently. 

Hospitals generally have no colored clothes, but 
blankets are regular visitors in the wash room. 
While there are many degrees of temperature in 
which certain classes of woolen goods may be 
washed, the only sure method, to my mind, is the 
cold process. Use water at room temperature for 
the suds and rinses, do not extract longer than one 
minute and do not attempt to dry quickly by rushing 
toa dry room. Sudden changes of temperature and 
drafts start shrinking. 

A good grade of powdered soap saves the cost of 
a soap tank where chip soap is commonly used. A 
cold water sizing starch saves the price of a steam 
cooker and the clothes may go direct to the irons. 
That saves drying and dampening. We put our bibs 
and belts right through the flat work ironer direct 
from the wringer. Our hospital gowns also go 
through this ironer. We have no press. The staff 
uniforms are ironed by ‘hand. 


A classified advertisement in The Canadian Hos- 
pital will reach hospital executives from coast to 
coast. 
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BETTER CLEANING 


More economical than any other material for the modern 
hospital because more efficient. Gillex quickly dissolves grease 
and effects a thorough cleansing with the minimum of labor. 


NO GRIT -NO ODOR - NO SEDIMENT - NO WASTE 


Write us for prices on keg or barrel lots 


E. W. GILLETT COMPANY LIMITED 


Toronto, Canada 

















NURSES 
UNIFORMS 


Full shrinkage allowance 
made in all our uniforms. 
Sent postpaid anywhere in 
Canada when your order 
is accompanied by money 
order. 


Prices do not include caps. 


When ordering, give bust 
and height measurements 
and refer to Dept. “A.” 


Style Nos. 8100, 8200, 8400 in Middy Twill, at $3.50 ; 
ORM OB BE hc heat ecdadicketeass ..$10.00 9 






No. 7700 
































Style Nos. 8100, 8200, 8400 in Corley Poplin, at $6.50 i 
Po AR oh Rupee g eR gh cs CERT ION She Dy ee eR 18.00 
Style No. 7700 in best quality mine Head, at $3.50 
each, or '3- for 5.0.38; 10.00 | 
= , Limited 
No. 8100 TORONTO 2 MONTREAL ai 
468 King St. West 314 Notre Dame St. W. : 
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THE HUGHES OWENS CO. 


LIMITED 
Microscope Slides Cover Glasses 
Haemacytometers 


Canadian Distributors 
for Carl Zeiss 


Montreal - Ottawa - Toronto - Winnipeg 























Gendron’s 


Invalid Chairs 


“The Standard for Years”’ 


40 years’ of experience in 
the making of Invalid 
Chairs ‘has taught us how to 
manufacture chairs of the 
very highest grade in which 
are incorporated _ special 
features to be found in 
Gendrons exclusively, 


Made in Canada Write for Catalogue 


Gendron Manufacturing Co., Limited 
125-141 Duchess St., Toronto 























Haemometer SAHLI 
THE SAHLI 
HAEMOGLOBINOMETER 


The most accurate method of measuring the 
amount of colouring matter in the haemoglobin of 
the blood is by use of the Sah!i Haemogiobino- 


meter. 
The Surgical Instrument Department can supply 
this article at the remarkable price of ............ $6. 





| HAEMOCYTOMETERS - $5.50 | 
Third Floor - - Albert St. 


“T. EATON Cure. 


TORONTO CANADA 


























Methods of Washing and Sterilizing 
Rubber Gloves 


By W. B. UNDERWOOD. 
Wilmot Castle Company, Rochester, N.Y. 


Rubber gloves require great accuracy in steriliz- 
ing, and present a difficult problem in the achieve- 
ment of perfect sterilization. The difficulty lies in 
the fact that steam will not penetrate the fabric of 
the glove from the outside to sterilize the inner 
surfaces, as it does with porous materials such as 
gauze. For this reason it becomes necessary to 
prepare the glove for sterilization in a manner which 
will permit steam to enter the glove freely at the 
open end and penetrate with the least possible 
amount, of retardation to all inner surfaces. If the 
glove is permitted to collapse so as to prevent steam 
from entering the fingers, sterilization there will 
surely ‘be questionable. Heat at any permissible 
temperature conducted through the walls of the 
glove positively will not sterilize the inner surfaces. 

The following method is recommended because 
it takes the above facts into consideration as well 
as the necessity for keeping the temperature within 
moderate limits for the protection of the glove 
fabric. 

Washing Rubber Gloves. 

Immediately following every operation, place all 
used gloves in a solution containing one per cent. 
Liquor Cresolis Comp., U.S.P., and allow them to 
soak for one hour. Then wash them inside and 
outside in green soap and water. Then rinse them 
in lukewarm water. 

Gloves Used on an Infected Case. 

After washing such gloves, boil them in clear 
water, completely immersed, for ten minutes. Then 
dry and powder them in preparation for steain 
sterilization. This boiling process is recommended 
as an additional safeguard. 

Gloves Requiring Patching. 

Gloves which require patching should be boiled, 
completely immersed, in clear water for ten minutes 
before, and again, after patching, and then pre- 
pared for steam sterilization. 

Preparation for Steam Sterilization. 

Dry the gloves and powder them with talcum and 
place them in pairs in compress packs. 

Before placing them in packs, insert in the wrist 
of each glove a thick pad of Cellucotton or similar 
material, formed and kept for that purpose, large 
enough to fill the glove loosely up to the fingers. 
Turn back the wrist of the glove about one inch 
to make it easy to put on. The steam can then 
enter freely. If the walls of the hand portion of 
the glove are kept well apart, the fingers ordinarily 
will remain open sufficiently to permit the penetra- 
tion of steam. Without the pad, the glove will 
collapse and prevent steam from entering, and 
sterilization will surely be incomplete. 

The glove packs may be made from compress, 
formed like a bill fold. Make each pocket about 
ten inches by five inches to avoid cramping the 
glove, and sew up the flap on each end of each 
pocket about one-half inch or so to further prevent 
portions of the glove from sticking out at the ends 
Attach a cord to the outside of the pack at the 
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A McKesson Makes You Confident 


At all times you have accurate control | 
for maintaining the correct mixture for | 
the patient; as well as convenient reg- 
ulation not only of the mixture but of | 
the pressures under which the gases 
are administered at the inhaler, regard- 
less of the amount of gases the patient 
may require. 


Send for Catalog No. 15 
It Tells You Why and How 





McKesson Apparatus 
Will Solve Your Gas-Oxygen Problems 





TOLEDO TECHNICAL APPLIANCE CO. 
2226 Ashland Ave. Toledo, Ohio 
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A Mark of Quality A Sign of Service 





PRECISION OF PERFORMANCE 


The Sphere Gap construction of Acme—International X-Ray Generators is one 
more step forward in bringing X-Ray operation to an exact science 


Installations in many prominent Canadian Hospitals 


THE M. B. EVANS X-RAY COMPANY 
2539 WOODWARD AVE., DETROIT 
Ontario Distributors of X-Ray and Physio-Therapy Equipment 


DISTRIBUTORS FOR 


THE HOFMAN QUARTZ CARBON ARC LAMP 


An Ultra Violet Rays Generator that does not deteriorate with use. Full absorption of 
Ultra Violet Energy without danger of burning the patient 
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A Pail That Soon 


Saves its Cost 


Because it saves, 
time and_ labor, 
this mop-wringer 
pail saves money. 
It is specially made 
for heavy duty 
and is giving 
splendid  satisfac- 
tion in many in- 
stitutions and 
other large build- 
ings. Made in 14- 
quart and 20-quart 
sizes. 





MOP WRINGER 


Janitor Size 


This wringer is very 
popu‘ar for heavy duty. 
It is strongly made and 
will stand all sorts of 
hard usage. Made in 
two sizes—No. 1, for 16 
to 24 oz. mops; No. 0, 
for 20 to 36 oz. mops. 


Write for Catalogue 
and Prices 





WRITE TO US 


for anything you require in Caretakers’ 
Supplies. We carry in stock a complete 
line of equipment and supplies for the 
cleaning and maintenance of buildings. 


(See our advertisement in the May, Direc- 
tory issue, of the Canadian Hospital for the 
various lines we carry). 


We Ship to All Parts of Canada 


Soclean Limited 


444 King St. West 
TORONTO 2 . CANADA 
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centre, with which the filled pack may be very 
loosely tied. 

Do not tie up several packs of gloves in one pack- 
age or in any way crowd the packages, because in 
doing so you would collapse the gloves so that 
steam cannot enter. You may stack them several 
packs deep in the sterilizer if in doing so great care 
is exercised not to pack down those lying 
underneath. 


How to Place Gloves in the Sterilizer. 

Steam always is most effective at the extreme top 
of the sterilizer, because any air remaining in the 
sterilizer lies at the bottom of the chamber, for a 
considerable period before mixing with the steam. 
For this reason it is necessary, in order to sterilize 
quickly and at comparatively low pressure, to place 
the gloves in the top half of the sterilizer rather 
than in the lower part. 

The lower part of the sterilizer must be empty, 
because any materials in the sterilizer other than 
the gloves themselves will absorb heat and require 
increased time or increased pressure to sterilize 
perfectly, both factors which will help to deterior- 
ate the glove fabric. 

The Castle Glove Rack is designed to support 
the gloves in the top half of the sterilizer. It is 
made of brass piping, of a shape suitable so that a 
sheet of canvas can be stretched across the top bars 
for the support of the gloves without permitting 
the gloves to come in contact with the metal walls 
of the sterilizer. 

The packs of gloves should be spread out over 
the canvas as much as possible to avoid stacking 
them more than two or three deep at the most. 


To Sterilize. 

Place a Diack Control within the folds of one 
glove pack and place that pack about half way back 
in the sterilizer and in the bottom tier of packs. 
Then maintain a pressure of fifteen to sixteen 
pounds—no more, no less—for exactly fifteen min- 
utes. If you use an efficient sterilizer and if you 
have followed these directions carefully, the control 
will be melted, indicating perfect sterilization, and 
any ordinary good glove will not be injured but 
may be sterilized again and again by this process. 

The point is emphasized that in sterilizing rubber 
gloves the operator must remain with the sterilizer 
to insure that the pressure is definitely maintained 
within the limits of fifteen to sixteen pounds, and 
that the period of sterilizing is not extended beyond 
fifteen minutes. 


Innisfail to Have Up-to-date Municipal 
Hospital 


Calling for the completion of the work within 
four months, contracts have been let for a new hos- 
pital at Innisfail, Alta. The building will be of 
brick construction, with fifteen-bed capacity, and 
will be one of the best in the chain of municipal hos- 
pitals in the Province. The general contract goes 
to Stark and Smith, Calgary, and the plumbing and 
heating work will ‘be done by Marsh and Scott, 
Medicine Hat. The respective amounts are $20,- 
.166 and $5,782. 
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New Forms of Absorbent Gauze Fill 
Hospital Want 


Two new forms in which absorbent gauze is being 
made up ready for use in hospitals have been intro- 
duced by the Lewis Manufacturing Co., manufac- 
turers of the Curity absorbent gauze. They are the 
Curity Ready Cut Gauze, and the Curity Dressing 
Rolls, both of which appear destined to fill a long- 
felt want in hospitals. 

Ready Cut Gauze. 

The former is the regular gauze cut into squares 
and rectangles, in sizes most commonly used for 
sponges, pads and dressings of all types. The sizes 
at present are 36 inches by 12 inches; 36 inches by 
18 inches; 18 inches by 18 inches; 18 inches by 12 
inches; 12 inches by 12 inches; 12 inches by 9 
inches, and 9 inches square. These sizes fill the 
needs of nearly all the most important dressings 
used, whilst, folded into different sizes and shapes, 
they can be made into sponges, flats, strips, tapes, 
walling-off sponges, fluffs, and so forth. Folded 
around a square or rectangle of cotton or cellucot- 
ton, they can be made into pads for all types of work. 

Dressing Rolls. 

The dressing rolls are made for the convenience of 
hospitals using dressings either nine inches or four 
and a half inches wide. The desired length can be 
cut, the ends tucked in and a completed dressing is 
ready. The rolls are prepared 100 yards in length, 
a full 36 inches in width, and are folded in two sizes, 
four-ply (9-inch roll), and eight-ply (4%-inch roll). 
They are folded so that both selvages are inside, and 
when the ends are tucked in they cannot come apart. 
By means of using the dressing the longitudinal 
folding operations are saved. 


THE PLACE OF THE DIETITIAN 
(Continued from page 22) 


—the patients, the doctors, nurses and employees. 
To provide the proper diets for the patients the 
dietitian needs a direct knowledge of the results 
recorded in the hospital laboratory, and personal 
contact with the patients. She will in this way see 
something of the reason for her work and the results 
of her efforts and will ‘be stimulated to higher 
achievements. It is necessary to know the patient 
to become acquainted with his dietetic idiosyncra- 
cies. For each patient whose recovery may depend 
to a large extent upon an accurately weighed diet, 
there are many whose recovery would be hastened 
by an appealing and a balanced diet. 

Much of the dietitian’s success, as viewed by the 
hospital authorities, will depend upon her ability to 
keep the food costs low. This means, then, that she 
must be the purchasing agent, keeping herself fully 
informed as to the changing prices of foodstuffs, the 
arrival of fruits and vegetables in market in season, 
and so forth. The duties of storekeeper and book:- 
keeper will follow in the wake of her duty as pur- 
chaser. She will be the one who keeps an inven- 
tory of the storeroom stock and calculates the cost 
per meal per person. 

The hospital's food economist, then, must have a 
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MARY FRANCES KERN 


Not Geographical 


HE SUCCESS of Mary Frances 
Kern in the fund raising field is 


not a matter of geography. Under 
favorable conditions any campaigner 
might score in some particular com- 
munity. The successes of the Mary 
Frances Kern organization during the 
past twelve months, however, have 
ranged from Sherbrooke, Quebec, on 
the north, to Decatur and Albany, 
Alabama, on the south, from Pueblo, 
Colorado, on the west to Passaic, New 
Jersey and New Bedford, Massa- 
chusetts, on the east coast. 


Grateful expressions of appreciation 
over the official signatures of the 
heads of the institutions served in 
these cities have appeared in these 
columns during the past year. In such 
communities, divergent in geography 
and character with different sorts of 
appeals and under widely varying con- 
diitons, there has been one strikingly 
common feature—the success of the 
undertaking in raising or surpassing 
the goal. 


The answer is found in the conscien- 
tious service which. marks Kern- 
directed campaigns. 


MARY FRANCES KERN 


Financial Campaigns 


73 Adelaide St. West 
TORONTO, CANADA 











8 West 40th St., 1340 Congress Hotel, 
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ledge, coupled with the very highest degree of execu- 
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YOU “pay the freight” 


By “paying the freight” we mean, in this instance, paying the selling cost 
of the goods you buy. Regardless from whom you purchase, this item goes 
into your invoice just as certainly as any item in the cost of manufacturing. 
It is, therefore, just as important to you that this selling cost be kept at the 
lowest possible point as it is that manufacturing costs are down to a minimum. 


Wide awake buyers know this as 100% pure truth. They know that they 
can get better prices from the manufacturer who keeps his selling costs down 
by modern economic methods applied to that. selling just as he keeps his 
manufacturing costs at a minimum by close attention to progress in ways 
and means of economic manufacturing. 


Advertising is a constantly increasing power in the reduction of selling costs; 
a most important factor in economic selling and, by virtue of its influence 
in increasing production, it lowers the cost of production. 


Those sellers who are most efficiently keeping down the cost of selling are 
using space in the business papers. They are putting much care and thought 
on the construction of their advertisements not only because they want their 
message to be clear but because they know that this advertisement is a 
guarantee of their good faith. 


These are the sellers most entitled to your orders and by giving your whole- 
hearted support to this class, you are exerting, in the most efficient way, your 
influence toward lower prices. 
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What Our House Organ Accomplishes 
for Our Hospital 


(Continued from page 16) 


may so term it, has been entirely eliminated from 
our make-up. 


As our original hope, still clung to, was to furnish 
diversion to patients, the cross-word puzzle fad was 
‘accepted as a medium of promoting diversion. This 
feature has likewise been discontinued with the 
passing of the fad. 


Every patient discharged from the hospital re- 
ceives a letter three days after departure enclosing 
a blank asking the patient to state (1) whether the 
attention received from interns was satisfactory ; 
(2) whether the nursing service was adequate and 
satisfactory ; (3) whether the food was satisfactory : 
(4) whether the hospital was clean; (5) whether 
the patient can make any suggestions as to improve- 
ments that may be made in any way. More than 
one-half of our patients answer these questionnaires 
in full and nearly all of them append a note giving 
permission to publish their replies in the “House 
News.” The earlier replies stated merely obvious 
things and for a while read very much alike. A 
distinct improvement in style was noticed after we 
began to ask permission for their publication in our 
“House News,” and we have now many more than 
can be used in each issue. It has been our policy 
to insert in the paper every criticism that does not 
seem captious, even though it may not appear con- 
structive. In this way we feel that the patients 
appreciate that we really want to make use of their 
suggestions. This department has never failed to 
interest and as the publication of favorable com- 
ments has been inevitable, the department has been 
of the greatest value to the hospital. 


The selection of subjects for personal mention 
demands the exercise of considerable discretion. 
The privacy of our patients is respected while they 
are in the hospital and it has generally been thought 
best to mention their departure, when the promin- 
ence of the person or the nature of the case gave 
their names news value. Visitors who come to see 
the institution are mentioned, and in some cases 
their comments and suggestions are printed. 
Changes in personnel have always been noted and, 
from time to time, a list of the nurses who are 
assigned to the different departments is given. Last 
year when we opened up a new pavilion in which a 
new operating suite had been provided we listed the 
names of the patients who were first to be operated 
on in each department, and likewise the name of 
the first baby born in the new maternity department. 


Acknowledgment of significant services by pat- 
rons to the patients is made through the pages of 
this paper. By this we do not mean the publications 
of those long lists that have by tradition been in- 
cluded in many, many annual reports of hospitals: 
“Lot of magazines, by James Wilson; Lot of medi- 
cal books, by Dr. Clute” Such things are gladly 
received, but are everyday occurrences. We record 
the names of the group.that has come to entertain 
our patients during music week, or the name of 
the committee who presents and decorates Christ- 
mas trees for our wards in order to inform the 
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CLASSIFIED RATES 


Four cents a word each insertion. A discount of 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


CHANGE OF COPY 
Advertisers desiring change of copy should see that 
same reaches office of publication by 15th of month 
preceding issue. 
































Positions Open 


POSITIONS—Positions secured for superintendent of nurses, graduate 
nurses, technicians, dietitians and anesthetists, any place in the United 


States or Canada. If you are not satisfied or are looking for a position 
elsewhere, write us for particulars. Eastern Registry for urses, 
Hartford, Conn. tf 





WANTED—Accredited graduate nurses, dietitians and , besiatatanne posi- 
tions available in every section of the country; each licant given 
individual attention; send for registration form. Medcal Bureau, 
Marshall Field Annex, Chicago. tf 


(a) SUPERVISOR for Tuberculosis Department, 50 beds; at least two 
years’ experience; $90 and maintenance; Southern Michigan; (b) Oper- 
ating Room Supervisor, experienced, for 180-bed general hospital with 
training school; post-graduate work required; $120 and maintenance; 
near Lake Erie. No. 974 Aznoe’s Central Registry for Nurses, 30 North 
Michigan, Chicago. 


(a) SUPERINTENDENT OF NURSES wanted for 55-bed general hos- 
pital with training school, near New York City; must teach; $150 and 








maintenance. (b) Obstetrical Supervisor for same hospital; $100 and 
maintenance. (c) Protestant Night Supervisor for 85-bed contagious 
hospital; Southern Michigan; $125 and maintenance. No. 975 Aznoe’s 


Central Registry for Nurses, 30 North Michigan, Chicago. 





Positions Wanted 
WANTED-—Situation for accredited graduate nurses, technicians and 
dietitians; candidates available for every kind of position—from general 
duty nurse to hospital executive; references investigated always ooh 
gratis to employers. Medical Bureau, Marshall Field Annex, "Tht 4 


Used X-Ray Equipment 
WE HAVE IN STOCK, ready for immediate shipment, a quantity of 
slightly used X-Ray and Physiotherapy equipment. It has been r- 
oughly overhauled tn our own workshops and is in excellent condition. 
Write for a complete list with prices and full particulars. The Burke 
Electric and X-Ray Company, 499 Yonge Street, Toronto. tf 








Schools of Instruction 

WOMAN’S HOSPITAL IN THE STATE OF NEW YORK, West 110th 
St., New York City (155 gynecological beds, 50 obstetrical beds) 

Affiliations offered to accredited training schools for three ee 
courses in obstetrics. 

POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic, clinics 
and ward management. Three months in obstetrics. Three months im 
operating room technic and management. Theoretical instruction by 
attending staff and resident instructor. Post-graduate students receive 
allowance of $15 monthly and full maintenance 

Nurse-helpers employed on all wards. For further particulars address, 
Directress Nurses, Woman’s Hospital. 4 





Miscellaneous 
BLANKETS FOR HOSPITALS—“If it’s blankets, buy the Skelton 
Brand.” We specialize in hospital blankets and sell direct from the 
mills. Get better quality blankets at lower prices. Hundreds of pro- 
minent hospitals are our customers. Write for miniature samples and 
prices. Skelton Woollen Mills Company, 47 King St. West, Toronto. tf 


DIPLOMAS—ONE OR A THOUSAND-—Illustrated a ag B aeor'§ 
on request. Ames & Rollinson, 206 Broadway, New York, 








CLASS PINS—Write for our catalogue of class pins, rings, etc., for 
hospita: training schools. We make special designs on request. _—— 
Craft, Limited, 12 King Street East, Toronto, Canada. 


BOOKS for hospital executives and nurses’ libraries at lowest prices 
may now be secured from our department. If you ne any 
particular book or books, write us and we will fill your order promptly. 
The Edwards Publishing Company, 73 Adelaide St. West, Toronto. tf 
KILLEZE Roach Exterminator means sure death to cockroaches, ants, 
water bugs and black beetles. It is a powder developed from a scientific 
formula, and you will find it more effective than anv other vreparation 
on the market. Five-lb. tin with gun, $4.50 prepaid. Write C. A. 
Cooch, 46 Rose Ave., Toronto. tf 
OFFICE FURNITURE—Desks, flat and roll top; chairs, fi ling cabinets, 
typewriters, etc. Capital Salvage Co., Limited, 107 Adelaide Wom. 
Toronto. 

SEAMLESS RUBBER GLOVES—When you buy gloves, insist on seeing 
the trade mark “Sterling.” It is your guarantee that they are made 
by the largest producers af seamless rubber gloves in the British 
Empire. Sterling Rubber Company, Limited, Guelph, Ontario. 
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patients to whom they are indebted for the service. 

To acquaint patients, other than those who have 
occasion to use them, with a department of special 
merit in the hospital, we have printed in each issue 
for some months an article prepared by the head of 
a professional department, giving in brief and 
simple statement an idea of some department of 
special therapy, of diagnostic value, or giving an 
idea of the purpose of an intricate piece of appara- 
tus and how it works. These articles have included 
the subjects of basal metabolism, electrotherapy, 
electrocardiography, in order to acquaint patients 
with the functions of the various departments of 
the hospital. 

Without departing from our mechanical methods 
we have found it possible to issue holiday editions 
in appropriate form. For our Christmas edition, 
1925, we used a face page of special design which, 
though simple, created a demand for so many extra 
copies that our supply was soon exhausted. 

Each employee of the hospital receives a copy of 
the paper, and the enquiries for additional copies 
show the thoroughness with which every issue is 
read. We have evidence that the printing of a let- 
ter from a patient who has commended a number 
of nurses, who are mentioned by initial only, is 
understood by every member of the training school. 
There seems to be no doubt that their morale is 
helped thereby. We believe that every nurse looks 
for an item of commendation which she may take 
to herself. 

Promotes Co-operation of Personnel. 

During the past year the census of our enlarged 
hospital did not come up to our expectations, and 
our income for some months fell short of our expen- 
ditures. Heads of departments were called together 
and a plan of curtailment was adopted. The support 
of the personnel was enlisted for the new pro- 
gramme. In the next issue a statement was pub- 
lished showing a saving of 10 per cent. in expendi- 
ture, and crediting to each department its share of 
the saving. Every employee was by this means 
informed of what his department had done for the 
hospital. The result for each month has likewise 
been given in later issues and each employee knows 
that through the efforts in which each had a part 
the goal of economy set is each month being 
reached. 

No article dealing with the development of a 
newspaper or periodical would be complete without 
a discussion of circulation. Ours from the first has 
been a select list, including the patients, nurses, 
doctors, employees, Board of Managers, Advisory 
Board and Woman’s Board, all of whom were 
already our friends. 

While the publication was for inside distribution, 
we were not averse to publicity, and the fact that 
the Harrisburg newspapers are always ready to 
publish news of the hospitals, prompts us to send 
them a copy of each issue. Thus we have achieved 
a large circulation, measuring up, by economic 
gauge, to that of a real newspaper. 


News of Hospitals and Staffs 
(Continued from page 25.) 


Open New Field For Nurses 
Antigonish, N.S.—An important arrangement has 
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been entered into between St. Martha’s Hospital, 
Antigonish, and St. Francis Xavier’s College, where- 
by the most up-to-date training is made available 
for nurses of the hospital. Beginning September, 
this year, the college will open up a department of 
Nursing and Health which will give courses which 
will lead to the degree of B.A.Sc. in nursing. 


Dissolved Association 


Fort William, Ont.—At a special meeting of the 
Thunder Bay Graduate Nurses’ Association it was 
decided to dissolve the association and enter the Re- 
gular Nurses’ Association. Miss Hogarth was ap- 
pointed organizer for the coming season. 


Make Appeal For Nurses 
A special appeal for nurses for overseas work is 
being made by the Candidate Department of the 
Presbyterian W.M.S. 





June, 1926 


THE CANADIAN HOSPITAL 
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THE HOSPITAL BUYERS’ DIRECTORY 


A Convenient Reference of Equipment, Supplies and Service 























sats Cast Bronze Benclacters | 
Memorial Tablets in 


Hospitals We Have S 
St. Thomas War Memorial Ho 1, St. omas, Ont.; London 
War Memorial Hospital for ren, London, Ont.; ‘Alexandra 
Picton, Ont., Muskoka Hospital Tablet to Sir Wm. G e, and 
Picton, Ont.; Norfo!k County Hospital, Simcoe, Ont.; Muskoka 
Hospital Tablet to Sir Wm. Gage, and others. 
Write Us for Prices and Suggestive Sketches 
J. G. Tickell & Sons 
Art Bronze Founders 
569 KING ST. W. (Ad. 4062) TORONTO, ONT. 














Dina Conia 


—for— 
STERILIZATION 
Accepted the world over as 
a needed safety measure 


A. W. DIACK 


5533. Woodward Ave. 





DETROIT, Mich. 














CANADIAN LABORATORY SUPPLIES 


LIMITED % 


Canada’s Leading Laboratory 
Supply House 
Headquarters in Canada for Laboratory Apparatus 
and Chemical Reagents 
437-439 King Street West - Toronto 2, Ont. 


BLANKETS 


Hospitals and Institutions are invited to get in 

touch with our nearest branch for the keenest 

prices on— 

Guaranteed Pure Wool Blankets and 
White Flannel Sheeting 


CANADIAN CO-OPERATIVE WOOL 
GROWERS, LIMITED 


Regina, Sask. Weston, Ont. Toronto, Ont. 
Lennoxville, Que. 




















‘The Burke Electric & X-Ray Co. 


X-RAY ENGINEERS 
Complete X-Ray and Physio-Therapy Installa- 


tions, Maintenance Service 
Special Equipment Made to Order 
Kelley-Koett X-Ray Apparatus 
490 Yonge Street - - Toronto, Canada 





Real Fire Protection 
Is Assured By 


MONTGOMERY 
HOSE REELS 


Easy to Install—Simple to Operate 
Write for Particulars 
B. H. MONTGOMERY HOSE REEL CO. 
75 Dundas St. E. - - TORONTO 
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“If It’s Blankets, Buy The Skelton Brand’”’ 


SKELTON 
BLANKETS 2 tower cost. We supply hun- 


Write for Complete Set of Minia- 
ture Samples with Prices Attached 


Skelton Woollen Mills Company 


47 KING STREET WEST TORONTO 


We specialize in hospital blankets 
and sell direct from the mills. 
You get better quality blankets 
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Everything in Rubber 


Rubber Sheeting, Catheters, Rectual Tubes, Breast 
Pumps, Water Bottles, Atomizers, Air Mattresses, 
Crutch Tips, Ice Collars, Invalid Rings, Etc. 


May we send you quotations on any of the 
above lines you may require? 


| THE ONTARIO RUBBER CO., LIMITED 


44 Yonge St. - TORONTO, ONT. 




















We make and supply the new 
standard systems and equip- 
ment for Hospital Record 
Keeping. Samples and com- 
plete information on request. 


System Service Department 





97 Wellington St. W.. TORONTO 


prrice SPECIALTY MFG,©. 





























‘** MCNOGRAM ”’ 


Reed Furniture 


! For Hospitals 
Chairs, Settees, Tables, Ferneries, 
etc., of finest quality at lowest prices 
Write for Particulars 


H. R. sesentiel 


aay 4 pega 
Irwin Ave. 


Toronto 























Please refer to THE CANADIAN HOSPITAL when writing 











I1i—Correct Sterilizing Principles 
Standardized for 30-50 Bed Hospitals 


This battery of sterilizers has been stand- 
ardized to aid the hospital of thirty to fifty beds in 
selecting exactly the equipment most adequately 
suited to the purpose and mounted in very com- 
pact form. 

The arrangement may be reversed in the 
order of mounting to meet space conditions, with 
out additional cost. Full blue prints and specifi- 
aes : cations will be sent upon request, showing how 
ee easily this battery may be moved in and 


is obtained in a vacuum steril- 

izer. Since “30 inches” means a connected. 

complete vacuum, it is obvious 

that only one-third of the air is =. 
evacuated by this method. The Castle Dressin F4 


other two-thirds remains in the 


hamber, causing the danger of y PS . an. : 

le pockets. That is a the Sterilization Quicker 

Castle Company gave this up 10 to 25 minutes are saved by the “‘Castle Forced 

scram, ocr a. ag wes Air Evacuation’ method. Steam penetrates dressings that 
much quicker by the Castle way, and actual tests prove its 
superiority over older methods. Especially with heavy loads 
the Castle penetration is quicker and more certain than with 
the vacuum method. : 


Castle Dressings are Dry 


The simple Castle method of moisture 
elimination dries the dressings completely in five 
minutes. Complicated devices for steam elimi- 
nation are unnecessary and bothersome. 


Years of Service 


Castle sterilizers are not cheapest in first 
cost. But they are made from heavier metals— 
bronze, brass and copper—and they outlive and 
outwear lighter and cheaper units. 


Why the :acuum method 
was replaced 10 years ago 


This Battery, Castle No. 0024, Comprises: 

16x30" autoclave for both utensils and dress- 
ings. This size accommodates both. 

15 gallon water sterilizers, with or without 
one gallon still. Filter easily removed. 
Gauge glasses can be sterilized. 

9x12x22" instrument sterilizer. A solid bronze 
casting---no seams or solder. Obvi- 
.ously worth more. 


Please send all information on the Castle battery No. 0024. 


All Piping Furnished. 
With a Castle battery you pay the plumb- 
er for only one set of connections instead 
of four. All units are united to this single 
set of outlets. 


Bent Pipe Instead of Joints. 
Few right angle fittings are used. The 
pipes are bent instead, adding beauty and 
eliminating leaks. 


Black or White Finish. 
We recommend our high temperature 
black baked enamel stand because it lasts ' 
so long and looks so. well. Complete line of Hospital, Physicians’, Dental and Bacteriological izers 
‘ } WILMOT CASTLECOMPANY, 1202University Avenue, Rochester, N. Y. 








